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Call  to  Order:       2:12  p.m. 

Present:  President  Morton  Miller.  Vice  President  E.  Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Otsea,  the  Minutes 
of  the  Regular  Meeting  of  December  13,  1994  were  approved. 


**********  *ii****innt***iiii* 


RESOLUTION 
NO. 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0001  GM       Expressing  appreciation  to  Anson  B.  Moran  and  Thomas  M. 

Berliner,  both  of  whom  played  key  roles  in  the  negotiations  that 
resulted  in  the  Bay-Delta  accord. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


At  4:20  p.m.,  Commissioner  Normandy  was  excused. 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0002  GM      Adopting  general  policies  and  Schedule  of  Retention  and 

Destruction  for  Public  Utilities  Commission  and  General 
Administration  Records. 


VOTE:  AYES    -    Miller,  Otsea,  Salma.  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0003  WD       Expressing    support   of   the    San    Francisco    Public  Utilities 

Commission  for  the  continuation  of  the  functions  of  the  U.S. 
Geological  Survey  (USGS). 

VOTE:  AYES    -    Miller.  Otsea,  Salma,  Werbe 
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95-0004  UEB 


95-0005  UEB 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted; 

Accepting  the  work  performed  by  Eddie  D.  Steppat.  Inc.  under  San 
Francisco  Water  Department  Contract  No.  WD-2075.  University 
Mound  Reservoir  -  South  Basin  Roof  Repairs;  and  approving 
closeout  of  the  contract. 

VOTE:  AYES    -    Miller.  Otsea,  Salma.  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

Authorizing  bid  call  for  San  Francisco  Water  Department  Contract 
No.  WD-21 1 7,  8-Inch  Ductile  Iron  Main  Installation  in  Grant  Avenue 
between  Sutter  Street  and  Columbus  Avenue,  and  Sewer  Main 
Replacement  in  Grant  Avenue  between  Washington  and  Clay 
Streets. 

VOTE:  AYES    -    Miller,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-0006  UEB     Rejecting  the  bid  submitted  by  Pfister  Excavating,  Inc.  for  San 

Francisco  Water  Department  Contract  No.  WD-21 73.  Harry  W. 
Tracy  Water  Treatment  Plant  -  Slope  Stabilization:  awarding  the 
contract  to  Pan-Manne  Constructors.  Inc.  in  the  amount  of 
$139,875;  and  requesting  the  Board  of  Supervisors  to  extend  the 
time  for  award. 

VOTE:  AYES    -    Miller,  Otsea.  Salma.  Werbe 

Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public  Utilities 
Commission. 
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ANNOUNCEMENT  OF  EXECUTIVE  SESSION 


Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in  closed 
session  immediately  after  the  regular  meeting  on  December  13.  1994  from  4  00  pm  to  4-45 
p  m.  and  unanimously  approved  the  claim  by  the  City  of  Bnsbane  against  the  San  Francisco 
Water  Department. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Salma.  the  Commission 
voted  unanimously  not  to  disclose  the  discussion  in  the  closed  session. 


INTRODUCTION  OF  OLD  BUSINESS  BY  COMMISSIONERS 

Leases 

Commissioner  Salma  suggested  adopting  a  policy  directing  staff  not  to  process  any  lease 
agreement  if  the  lessee  will  not  provide  a  financial  statement.  William  H.  Laws.  Director  of 
Finance,  stated  that  such  a  policy  is  incorporated  in  resolutions  previously  approved  by  the 
Commission.  Resolution  74-0391  required  bidders  to  provide  information  on  their  ability  to 
enter  into  a  lease;  and  Resolution  74-0427  required  lessees  to  provide  financial  statements 
Commissioner  Salma  stated  that  these  resolutions  should  be  enforced  and  that  staff  should 
make  sure  that  no  new  leases  will  be  accepted  unless  a  financial  statement  is  furnished 
Anson  B.  Moran,  General  Manager  of  Public  Utilities,  said  that  the  department  would  not  be 
reviewing  any  leases  except  those  that  are  time  critical  until  a  policy  is  in  place. 

Commissioner  Werbe  stated  that  the  standards  for  leasing  Water  DepartrVient  land  should 
be  that  the  lease  will  not  affect  the  quality  of  our  water,  it  is  the  highest  and  best  use  of  the 
land,  and  it  will  generate  maximum  income  for  the  City. 

Commissioner  Normandy  suggested  that  staff  provide  the  Commission  with  a  summary  of 
existing  policies  on  leases.  Mr.  Moran  stated  that  the  information  would  be  provided  at  the 
next  meeting. 


95-4 


INTRODUCTION  OF  NEW  BUSINESS  BY  COMMISSIONERS 


Purchases 


Commissioner  Salma  requested  a  list  of  ail  purchases  made  by  the  part  time  purchasing 
office  in  Sunol  from  January  1 .  1 994  through  December  30.  1 994.  He  said  that  the  purpose 
was  to  see  whether  a  Purchasing  section  is  needed  in  Sunol  and  to  see  if  there  may  be 
duplication  of  that  function  at  the  Millbrae  office. 

Commissioner  Otsea  suggested  that  the  Commission  consider  adopting  a  policy  regarding 
the  use  of  PUC  mailing  addresses  for  deliveries  of  personal  items.  She  said  that  the  official 
address  should  be  used  for  official  purchases  only.  Mr.  Moran  stated  that  staff  would 
present  a  policy  at  the  next  meeting. 

Commendation 

Commissioner  Normandy  made  a  motion  to  adopt  a  resolution  thanking  Anson  B  Moran 
General  Manager  of  Public  Utilities,  and  Thomas  M.  Berliner,  Utilities  General  Counsel  for 
their  contnbutions  to  the  Federal  and  State  water  quality  accord.  The  Commission  voted 
unanimously  in  favor  of  the  motion. 

Lease  Changes 

Commissioner  Salma  directed  staff  not  to  process  any  permits,  subleases,  assignments  or 
letters  of  intention  without  the  approval  of  the  Commission  until  a  new  lease  policy  is  in 
place.  ^  ' 

Mr.  Laws  advised  that  the  lease  with  Crystal  Springs  Golf  Course  will  expire  on  July  31 
1995.  He  said  that  the  department  had  begun  developing  bid  documents  and  will  present 
this  to  the  Commission  for  approval  in  March  1995.  He  stated  that  the  department  retained 
Hospitality  Consultants,  a  golf  course  consultant,  to  assess  current  operations  and  to  develop 
an  estimate  of  revenue  potential  for  the  property. 


GENERAL  MANAGER'S  REPORT 
Water  Conservation 

John  P.  Mullane,  General  Manager,  Water  Department  spoke  about  the  Water  Department's 
water  conservation  program.  Effective  March  1 .  1 995  the  Water  Department  will  be  charging 
a  surcharge  to  those  customers  who  have  not  installed  water  saving  devices.  Mr.  Mullane 
stated  that  the  department  is  using  all  forms  of  advertising  to  increase  people's  awareness 
and  participation  in  the  program.  Staff  intends  to  send  letters  to  commercial  building  owners 
who  have  not  complied  so  far. 
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Bay  Area  Water  Users  Association 

Mr.  Moran  announced  that  Robert  Rothborne.  the  Secretary/Treasurer  of  Bay  Area  Water 
Users  Association  (BAWUA),  and  the  General  Manager  of  Coastside  County  Water  District 
would  be  assuming  the  duties  of  General  Manager  of  BAWUA,  until  a  new  General  Manaaer 
IS  selected.  ^ 

Mr.  Rothborne  commented  that  BAWUA  would  work  with  the  Water  Department  to  get 
participation  from  suburban  water  agencies  in  water  conservation  efforts. 

Contract  with  America 

Mr.  Moran  reported  that  additional  materials  are  being  developed  by  staff  indicating  the 
adverse  effects  of  nationalizing  Hatch  Hetchy.  Copies  of  these  materials  would  be  provided 
to  the  Commission.  Staff  is  also  working  to  obtain  support  from  local  business  communities. 

Watershed  Management  Plan 

The  latest  edition  of  the  Watershed  Watch  Newsletter  for  San  Francisco  Watershed 
Management  Plan  was  mailed  out  to  interested  parties  and  distributed  to  the  Commission. 


Consent  Calendar  Item  9(a):  Approving  collection  of  charges  from  miscellaneous  debtors 
for  damages  against  the  San  Francisco  Water  Department  in  the  amount  of  $792.04  and  the 
Bureau  of  Light,  Heat  &  Power  in  the  amount  of  $8,446.27. 

This  item  was  removed  from  the  Consent  Calendar  for  discussion.  The  Commission 
continued  it  to  the  next  meeting  due  to  a  concern  of  the  Commission  regarding  procedures 
in  approving  claims. 
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Item  No.  (10):  Public  Hearing  -  Presentation  of  the  1995/96  Budget  &  Capital  Improvement 
Program  for  Public  Utilities  Commission  departments  and  bureaus. 

Mr.  Moran  explained  the  budget  process  for  FY  1995/96.  Hetch  Hetchy  and  the  Water 
Department  were  among  the  departments  selected  by  the  Mayor's  Office  to  prepare  mission 
driven  budgets. 

Commissioner  Normandy  requested  staff  to  identify  departmental  objectives  in  relation  to 
each  line  item  in  the  budget. 

Lawrence  T.  Klein,  General  Manager,  Hetch  Hetchy  Water  &  Power  presented  an  overview 
of  the  Hetch  Hetchy  budget.  Mr.  Klein  stated  that  the  department's  budget  request  was 
prepared  presuming  that  this  year  will  be  a  normal  year.  He  said  that  the  revenue  forecast 
was  based  upon  current  conditions. 

Commissioners  Otsea  and  Werbe  expressed  concern  about  the  general  fund  transfer  of  $7.5 
million  from  Hetch  Hetchy's  budget  to  the  Municipal  Railway  when  Muni  is  no  longer  under 
PUC's  juhsdiction.  Mr.  Moran  stated  he  would  discuss  this  matter  with  the  Mayor's  Office. 

At  4:20  p.m.,  Commissioner  Normandy  was  excused. 

John  P.  Mullane,  General  Manager.  Water  Department,  discussed  the  highlights  and 
objectives  of  the  Water  Department  for  FY  1 995-96.  The  department's  objectives  mentioned 
by  Mr.  Mullane  were  to  implement  a  management  consolidation  plan,  reduce  overtime,  and 
implement  a  fee  for  analytical  services.  Mr.  Mullane  stated  that  the  department  plans  to 
reduce  five  levels  of  management  to  three,  to  reduce  management  costs  and  improve 
communication.  The  department  is  requesting  to  delete  three  Custodians  and  one  Custodian 
Supervisor  and  to  contract  for  custodial  services. 

Commissioner  Werbe  inquired  whether  the  department  had  considered  closing  some  Water 
Department  facilities,  such  as  the  Sunol  facility.  Mr.  Mullane  explained  that  it  would  be 
difficult  to  close  Sunol  since  that  facility  maintains  42,000  acres  of  watershed,  two  reservoirs, 
and  a  pump  station.  He  said  it  would  be  more  costly  to  administer  oversight  and 
maintenance  functions  from  other  locations.  Mr.  Mullane  said  that  the  Water  Department 
was  planning  to  perform  an  audit  of  the  Millbrae.  San  Francisco  and  Sunol  operations. 

Jano  Oscherwitz  of  Local  790  commented  that  the  Water  Department's  plan  to  contract  out 
custodial  services  to  the  Department  of  Public  Works  would  be  more  costly.  She  urged  the 
Commission  to  keep  the  Water  Department  custodians  at  425  Mason  Street  and  retain  the 
1630  Account  Clerk  position  that  was  being  proposed  for  deletion. 
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Resolution  No.  95-0002;  Adopting  general  policies  and  Schedule  of  Retention  and 
Destruction  for  Public  Utilities  Commission  and  General  Administration  Records. 

Commissioner  Werbe  suggested  amending  the  resolution  to  add  a  policy  that  no  records 
pertaining  to  lands,  leases  and  permits  shall  be  destroyed  and  to  retain  tapes  of  PUC 
meetings  for  five  years. 

The  Commission  voted  unanimously  to  adopt  Resolution  No.  95-0002.  as  amended. 


******  ii*1r***1t1i1iir**1Hr*****it 


THEREUPON.  THE  MEETING  WAS  ADJOURNED:  5:15  P.M. 


Romaine  A.  Boldridge 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUWTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


95-0001 


WHEREAS,  The  City  and  County  of  San  Francisco  has  been  a  participant  in  the  long 
standing  controversy  regarding  proper  management  of  the  waters  of  the  Sacramenio-San  Joaquin 
River  Delta  and  San  Francisco  Bay  estuary;  and 

WHEREAS.  The  Bay-Delta  estuary  provides  water  to  two-thirds  of  California's  residents; 
and  through  the  federal  Central  Valley  Project,  the  Bay-Delta  also  provides  water  to  California's 
vast  agricultural  industry;  and 

WHEREAS,  The  estuary  is  a  wetland  habitat  for  more  than  120  species  of  fish  and 
aquatic  life  forms;  and 

WHEREAS.  San  Francisco's  Hetch  Hetchy  Project  is  located  upstream  from  the  Bay- 
Delta  and  will  be  affected  by  any  standards  which  are  applicable  to  the  Bay-Delta;  and 

WHEREAS,  Anson  B.  Moran,  General  Manager  of  Public  Utilities,  represented  the  City 
and  County  of  San  Francisco  and  as  Chair  of  California  Urban  Water  Agencies,  took  a  lead  role 
together  with  Thomas  M.  Berliner,  Utilities  General  Counsel,  throughout  the  negotiations  of  Bay- 
Delta  standards;  and 

WHEREAS,  On  December  15,  1994,  federal  and  state  officials  announced  that  an  accord 
had  been  reached  among  all  of  the  major  interests;  now,  therefore,  be  it 

RESOLVED.  That  the  Public  Utilities  Commission  hereby  expresses  its  sincere 
appreciation  and  gratitude  to  Anson  B.  Moran  and  Thomas  M.  Berliner,  both  of  whom  played 
key  roles  in  the  negotiations  which  resulted  in  the  Bay-Delta  accord. 


I  hereby  certify  that  the  foreeoinn  n'solution  tvas  adopted  by  the  Public  Utilities  Commission 

^.    ,       JANlJARY  101995 

at  Its  meeting  of . 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cnv  AND  COUNTY  OF  SAN  FnANCISCO 


RESOLUTION  No. 


95-0002 


WHEREAS,  The  Office  of  the  Public  Utilities  Commission  and  the  General  Manager  of 
Public  Utilities  will  be  relocated  during  the  time  of  the  seismic  upgrade  of  City  Hall;  and 

WHEREAS,  Many  records  maintained  in  the  offices  have  served  their  purpose  and  are 
no  longer  required  for  any  public  business  or  other  public  purpose;  and 

WHEREAS,  The  destruction  or  other  disposition  of  certain  records  will  not  be  detrimental 
to  the  City  and  County  of  San  Francisco  or  defeat  any  public  purpose;  and 

WHEREAS.  The  City  Attorney  has  recommended  that  the  Commission  adopt  a  Schedule 
of  Retention  and  Destruction  of  Records  in  accordance  with  Section  8.3  of  the  San  Francisco 
Administrative  Code;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  adopts  the  General  Policies  and 
Schedule  of  Retention  and  Destruction  of  Public  Utilities  Commission  and  General 
Administration  Records. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of  _      JANUARY  101995   


Secretary,  Public  Utilities  Comrrwssion 


GENERAL  POLICIES  AND 
SCHEDULE  OF  RETENTION  AND  DESTRUCTION  FOR 
PUBLIC  UTILITIES  COMMISSION  AND 
GENERAL  ADMINISTRATION  RECORDS 


GENERAL  POLICIES 

I  Original  records  greater  than  5  years  old  which  have  served  their  purpose  and  are  no  longer  required 
for  any  public  purpose  may  be  destroyed  pursuant  to  Section  8.3  of  the  Administrative  Code  and  the 
attached  records  retention  schedule. 

n  Original  records  less  than  5  years  old  may  be  destroyed  after  passage  of  the  retention  period 
specified  in  the  Schedule  of  Retention  and  Destruction  for  Public  Utilities  Commission  and  General 
Administration  Records,  or  after  duplication  or  conversion  to  a  format  which  will  be  retained  for  the 
specified  retention  period. 

HI       Duplicate  records  may  be  destroyed  at  any  time. 

rV  Draft  versions  of  contracts,  leases  or  agreements  must  be  preserved  and  made  available  for  public 
review  for  10  days  prior  to  the  presentation  of  the  agreement  for  approval  by  a  policy  body  unless 
the  Pubhc  Utilities  Commission  determines  the  documents  shall  not  be  made  available  pursuant  to 
Administrative  Code  Section  67.24.  After  approval  of  tiie  contracts,  leases  or  agreements  by  the 
policy  body,  draft  versions  of  the  documents  may  be  destroyed.  Other  draft  records  may  be 
destroyed  when  they  are  no  longer  required  for  any  public  business  or  other  public  purpose. 

V        Records  pertaining  to  financial  matters  shall  be  destroyed  only  after  approval  by  the  Controller. 

VT       Records  having  legal  significance  shall  be  destroyed  only  after  approval  by  the  City  Attorney. 

VU  Payroll  checks,  time  cards  and  related  documents  shall  be  destroyed  only  after  approval  by  the 
Retirement  Board. 

VIII  Destruction  of  any  book,  documents,  photograph,  map,  architectural  drawing,  record,  bond  certificate, 
or  other  material  of  historical  significance  shall  be  carried  out  only  after  compliance  with  the 
procedures  in  Section  8.7  of  the  Administrative  Code. 

IX  Other  documents  which  are  not  records  as  defined  in  Section  8.1  of  tiie  Administrative  Code  may 
be  destroyed  at  any  time. 

X  Records  pertaining  to  land  matters,  such  as  leases,  permits,  assignments  and  other  real  estate  related 
documents  shall  not  be  destroyed. 

XI  Records  classified  as  current  or  storage  may  be  retained  beyond  the  time  period  specified  in  the 
Schedule  at  the  discretion  of  the  General  Manager  of  Public  Utilities. 

record,  pol 
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Adopted  January  10.  1995 


SCHEDULE  OF  RETENTION  AND  DESTRUCTION 

Types  of  Records 

Classifications 

DestructioD 
Date 

Current 
In  Office 

Storage 
Off-Site 

Permanent 
in  State 
approved 
vault 

General  Correspondence 

3  years 

- 

After  3  years 

ouujcLi  rues 

3  years 

Alter  3  years 

^uniiiLi  ui  iiiicrcM  - 
Form  730  Statements 

5  years 

2  years 

After  7  years 

Minutes  and  Resolutions 

10  years 

Permanent 

None 

Original  Paper 

10  years 

Permanent  @ 
Moccasin 

None 

Duplicate  Paper 

- 

Record  Center 

None 

Original  Microfilm  or 
Electronic  Media 

Permanent  in 
Vault  @ 
Moccasin 

None 

Duplicate  Microfilm  or 
Electronic  Media 

Permanent 

None 

Calendar  Items 

3  years 

After  3  years 

Calendar  Package  -  Public 
Review  copy 

30  days 

After  30  days 

Tape  Recordings 

5  years 

After  5  years 

record,  ibi 
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Adopted  January  10,  1995 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUFfTY  OF  SAN  FRANCISCO 


95-0003 

RESOLUTION  No.  


WHEREAS,  The  health,  safety,  and  prosperity  of  the  citizens  of  California  depend  on  an 
adequate  water  supply;  and, 

WHEREAS,  The  water  supply  of  the  State  of  California  must  be  carefully  managed,  using 
the  best  available  technology  for  analysis  of  resources  available;  and, 

WHEREAS,  It  is  not  feasible  or  cost-effective  for  all  water  utilities  in  California  to  maintain 
staffing  in  all  areas  of  water  research  and  planning;  and, 

WHEREAS,  The  U.S.  Geological  Survey  has  provided  valuable  technical  services  to  the 
San  Francisco  Public  Utilities  Commission  in  such  areas  as  assessment  of  surface  water  and 
groundwater  supplies;  and, 

WHEREAS,  It  has  proven  both  efficient  and  effective  for  the  federal  government  to  maintain 
expertise  in  these  areas  and  provide  services  to  State  and  local  agencies  on  an  as-needed  basis; 
now,  therefore,  be  it 

RESOLVED,  That  the  San  Francisco  Public  Utilities  Commission  recognizes  the  critical 
importance  of  the  research  and  technical  assistance  services  provided  by  the  U.S.  Geological  Survey 
in  the  area  of  water  resource  planning,  and  recommends  that  its  functions  be  continued. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JANUARY  101995   


at  its  meeting  of , 


Secretary,  Public  Utilities 


es  Comfhissic 


CfTY  AND  COUNTY  OF  SAN  FflANCISCO 


95-0004 

RESOLUTION  Na  w  v  *± 


BE  IT  RESOLVED,  That  this  Commission  accepts  as  completed  the 
work  performed  under  San  Francisco  Water  Department  Contract  No.  WD- 
2075.  University  Mound  Reservoir  -  South  Basin  Roof  Repairs;  and 
approves  closing  out  the  Contract. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  US  ,n.e.n,  „,_JANUARY  101995 


Secretary,  Public  Utilities  Commission 


"PUHLic  u  I  iLi  I  Its  uuMMfssrorr- 

cm  AND  COUNTY  OF  SAN  FRANCiSCO 


RESOLUTION  No  _95^  0005 


WHEREAS,  3,300  linear  feet  of  ductile  Iron  water  main,  together  with  replacement 
of  279  linear  feet  of  sewer  must  be  installed  in  Grant  Avenue  in  coordination  with  other 
underground  utility  work  and  street  improvements  by  other  utilities  and  departments,  and 

WHEREAS.  The  water  main  replacement  and  sewer  work  must  be  performed  in  the 
period  between  January  31,  1995  and  November  23,  1995,  now,  therefore,  be  it 

RESOLVED,  That  the  Commission  hereby  approves  the  final  plans  and 
specifications  for  San  Francisco  Water  Department  Contract  WD-2117,  8-inch  Ductile 
Iron  Main  Installation  in  Grant  Avenue  between  Sutter  Street  and  Columbus  Avenue,  and 
Sewer  Main  Replacement  in  Grant  Avenue  between  Washington  and  Clay  Streets,  and 
be  it  further, 

RESOLVED,  That  this  Commission  hereby  notes  that  the  project  has  been 
determined  by  the  Department  of  City  Planning  to  be  categorically  exempt  as  a  Class  1  (b) 
project  under  the  State  Guidelines  implementing  the  California  Environmental  Quality  Act, 
and  be  it  further, 

RESOLVED,  That  this  Commission  hereby  authorizes  advertisement  for  bids  for  San 
Francisco  Water  Department  Contract  WD-2117. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

JANUARY  101995 


Secretary,  Public  Utilities  Commissio 


cm-  AND  COUNTY  OF  SAN  FRANCISCO 


p.^.uT,o...  95-0006 


WHEREAS,  Under  Water  Department  Contract  No.  WD-2173,  a 
section  of  hillside  adjacent  to  the  Harry  W.  Tracy  Treatment  Plant 
is  to  be  stabilized  to  control  erosion;  and 

WHEREAS,  Bids  for  this  work  were  received  and  publicly  opened 
on  August  2,  1994;  and 

WHEREAS,  The  Office  of  Contract  Compliance  determined  that 
the  bid  submitted  by  the  low  bidder,  Pfister  Excavating,  Inc.,  did 
not  achieve  the  MBE/WBE  subcontracting  goals  and  is  non-responsive; 
and 

WHEREAS,  The  Office  of  Contract  Compliance  further  determined 
that  the  lowest  responsive  bidder  is  Pan-Marine  Constructors,  Inc.; 
therefore  be  it 

RESOLVED,  That  this  Commission  rejects  the  bid  submitted  by 
Pfister  Excavating,  Inc.,  and  hereby  awards  San  Francisco  Water 
Department  Contract  WD-2173,  Harry  W.  Tracy  Water  Treatment  Plant  - 
Slope  Stabilization,  in  the  total  amount  of  $139,875.00  to  Pan- 
Marine  Constructors,  Inc.,  San  Francisco,  CA  and  be  it  further 

RESOLVED,  That  this  Commission  requests  that  the  Board  of 
Supervisors  approve  the  extension  of  time  to  award  this  contract. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,         JANUARY  101995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


NOTICE  OF  EXECUTIVE  SESSION 
PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECL\L  MEETING 

January  24,  1995 
12:00  Noon 
Room  287,  City  HaU 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session 
the  following  matters: 

(1)  Under  Government  Code  Section  54957.6 

CONFERENCE  WITH  NEGOTIATOR  -  Collective  Bargaining 

Name  and  Title  of  City's  Negotiator: 

Wendell  L.  Pryor,  Director 
Department  of  Human  Resources 

Diana  Buchbinder.  Manager 
Bureau  of  Personnel  and  Training 

Organizations  Representing: 

All  PUC  employee  classifications  represented  by  labor  organizations. 
Anticipated  Issues  under  negotiation: 

AU 

(2)  Under  Government  Code  Section  54956.9(b) 
CONFERENCE  WITH  LEGAL  COUNSEL 
Anticipated  Litigation:  As  Defendant 


Romaine  A.  Boldridge 
Secretary 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


Frank  M.  Jordan 
MAYOR 


SPECIAL  MEETING 

Room  282,  City  Hall 
1:00  P.M. 
January  24,  1995 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


BUREAUS 
Engineering  and  ConstructioD  MaoagemeDt 
Finance 

Inrormation  Systems 

Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-9 


Call  to  Order: 


1:48  p.m. 


Present: 


President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 
Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salmai 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner  Salma,  the  Minutes  of  the 
Regular  Meeting  of  January  10,  1995  were  approved. 


************************* 


ELECTION  OF  OFFICERS 

Commissioner  Salma  made  a  motion,  seconded  by  Commissioner  Otsea,  to  suspend  the 
Rules  of  Order  of  the  Public  Utilities  Commission,  and  retain  the  incumbent  President  and 
Vice  President  to  allow  them  to  complete  a  full  year  term  from  July  1994  to  July  1995. 
The  motion  passed  unanimously. 


RESOLUTION 
NO. 

On  motion  of  Commissioner  Salma.  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0007       GM     Directing  staff  to  renegotiate  the  rent  on  all  expired  leases  and  to 
terminate  any  holdover  tenancy  if  unable  to  renegotiate  a  new  rent. 

VOTE:         AYES  -        Miller,  Normandy,  Otsea.  Salma,  Werbe 


95-0008 


GM 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma. 
the  following  resolution  was  adopted: 

Adopting  a  policy  regarding  the  use  of  City  department's  mailing 
address. 


VOTE; 


AYES  - 


Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-10 


On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0009  BF  Approving  collection  of  charges  from  miscellaneous  debtors  for  damages 
against  the  San  Francisco  Water  Department  in  the  amount  of  $792.04 
and  the  Bureau  of  Light,  Heat  &  Power  in  the  amount  of  $8,446.27. 

VOTE:         AYES  -        Miller.  Normandy,  Otsea,  Salma.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma, 
the  following  resolution  was  adopted: 

95-0010  BF  Adopting  a  policy  pertaining  to  leases,  easements  and  permits  for  the 
secondary  use  of  Water  Department  lands  for  agricultural  and  other 
purposes  and  rescinding  Resolution  No.  81-0341. 

VOTE:         AYES  -        Miller,  Normandy,  Otsea,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public  Utilities 
Commission. 


********************* 


ANNOUNCEMENT  OF  EXECUTIVE  SESSION 

Romaine  A.  Boldridge.  Commission  Secretary,  announced  that  the  Commission  met  in  closed 
session  today,  January  24,  1995  from  12:10  p.m.  to  1:35  p.m.  to  confer  with  the  City's 
negotiators  regarding  labor  negotiation  issues  and  to  confer  with  legal  counsel  regarding 
anticipated  litigation.  No  action  was  taken  by  the  Commission  on  either  item. 

Commissioner  Normandy  moved,  seconded  by  Commissioner  Salma,  not  to  disclose  the 
discussion  during  the  closed  session.  The  motion  passed  unanimously. 


95-11 


REPORT  OF  THE  GENERAL  MANAGER 


Anson  B.  Moran.  General  Manager,  Public  Utilities  Commission,  announced  the  passing  of 
John  Krautkraemer,  a  senior  attorney  with  the  Environmental  Defense  Fund,  who  had  been 
involved  in  the  Bay-Delta  accord  process.  Mr.  Moran  said  that  he  would  send  a  letter  to  his 
family  expressing  appreciation  of  Mr.  Krautkraemer's  work  and  regrets  in  his  passing. 

Toilet  Rebate  ProgranVWater  Conservation  Retrofit  Program 

John  Mullane,  General  Manager  of  the  Water  Department,  reported  on  the  status  of  the 
implementation  of  the  toilet  rebate  program.  Mr.  Mullane  stated  that  the  Water  Department 
had  mailed  out  notices  to  residential  customers  about  the  toilet  rebate  program.  They  have 
so  far  received  4,000  applications. 

He  reported  that  the  affidavit  program  for  conservation  retrofits  was  moving  along.  The 
department  received  100,000  affidavits  last  Fnday.  They  anticipate  145,000, to  150,000 
affidavits  would  be  filed  and  that  125,000  affidavits  would  be  received  by  the  second  week 
of  February.  Mr.  Mullane  stated  that  the  department  had  sent  letters  to  commercial 
customers  and  executive  officers  of  major  hotels  and  hospitals  advising  them  of  the  March 
1 ,  1995  deadline  for  submission  of  affidavits. 

Contract  with  America 

Mr.  Moran  reported  that  the  City  had  received  support  from  the  business  community  about 
the  proposed  action  of  nationalizing  Hetch  Hetchy.  Mr.  Moran  stated  that  Mayor  Frank 
Jordan  had  also  been  very  active  in  this  regard. 

Calendar  Distribution 

Mr.  Moran  advised  that  beginning  with  the  next  Commission  meeting,  calendar  items  would 
be  due  to  the  PUC  office  two  Fridays  prior  to  the  meeting.  The  packets  would  be  available 
to  the  Commissioners  by  close  of  business  Wednesday  prior  to  the  meeting. 


******  nil**** 


The  Commission  called  the  items  out  of  order  and  discussed  Items  15  and  12  first. 


95-12 


Resolution  No.  95-0010;  Adopting  a  policy  pertaining  to  leases,  easements  and  permits  for 
the  secondary  use  of  Water  Department  lands  for  agricultural  and  other  purposes  and 
rescinding  Resolution  No.  81-0341. 

Mr.  Moran  stated  that  the  City  Attorney's  Office  advised  not  to  rescind  the  policy  resolutions 
pertaining  to  leases  and  permits  that  were  adopted  for  multiple  purposes  because  rescinding 
them  would  affect  other  pnor  actions  of  the  Public  Utilities  Commission.  The  only  resolution 
proposed  for  rescission  was  Resolution  81-0341. 

Commissioner  Werbe  raised  concerns  about  Resolution  No.  77-0544  requiring  leases  and 
permits  to  have  $1  million  insurance  or  a  performance  bond.  He  said  that  this  amount  might 
not  be  enough  for  certain  leases  or  permits.  Commissioner  Normandy  suggested  requinng 
a  minimum  of  $1  million  insurance.  Mr.  Moran  stated  that  staff  would  present  to  the 
Commission  a  separate  resolution  which  would  require  that  the  amount  of  insurance  be 
appropriate  to  the  transaction. 

The  Commission  adopted  Resolution  No.  95-0010  unanimously. 


Resolution  No.  95-0009:  Approving  collection  of  charges  from  miscellaneous  debtors  for 
damages  against  the  San  Francisco  Water  Department  in  the  amount  of  $794.04  and  the 
Bureau  of  Light,  Heat  &  Power  in  the  amount  of  $8,446.27. 

Randall  Camacho,  Claims  Manager  of  the  Public  Transportation  Commission,  responded  to 
Commissioner  Werbe's  inquiry  regarding  the  write-off  of  damage  claims  against  PG&E.  He 
stated  that  there  was  an  unwritten  agreement  between  PG&E  and  the  City  that  neither  party 
shall  pursue  each  other  for  any  claim  under  $500.  Mr.  Camacho  handed  to  the  Commission 
a  letter  from  PG&E  requesting  the  City  to  invoke  the  agreement. 

Commissioner  Werbe  suggested  reviewing  those  transactions  in  the  past  five  years  to  see 
how  it  balances  out  between  the  City  and  PG&E. 

Mr.  Camacho  stated  that  the  Yellow  Cab  account  should  not  have  been  recommended  for 
write  off.  The  City  intends  to  pursue  collection  of  $4,489.51  from  them. 

Commissioner  Normandy  stated  that  he  assumed  that  the  agreement  was  made  so  that 
either  party,  the  City  or  PG&E,  would  not  have  to  incur  the  administrative  costs  associated 
with  processing  claims  under  $500  that  could  take  longer  and  cost  more  than  the  claim  itself. 

Commissioner  Normandy  moved,  seconded  by  Commissioner  Salma.  to  amend  the 
resolution  deleting  the  write-off  compromise  reduction  for  $4,489.51.  The  motion  passed 
unanimously. 

The  Commission  adopted  Resolution  No.  95-0009,  as  amended. 


95-13 


Item  No.  (11):  Public  Hearing  -  To  consider  the  adoption  of  1995/96  Operating  Budgets  and 
Capital  Improvement  Programs  for  the  departments  and  bureaus  of  the  Public  Utilities 
Commission. 

Commissioner  Werbe  questioned  the  necessity  of  having  two  separate  dispatch  centers  in  the 
Water  Department.  He  also  expressed  concerns  about  the  need  for  gardeners,  carpenters 
and  painters  in  the  department.  William  H.  Laws,  Manager,  Bureau  of  Finance  responded  that 
these  issues  would  be  reviewed  as  part  of  the  internal  audit  that  would  be  done  by  staff  to 
define  efficiencies  in  the  Water  Department. 

Commissioner  Werbe  expressed  his  opinion  that  the  Sunol  maintenance  yard  could  be 
eliminated  since  a  lot  of  services  performed  in  this  yard  are  duplicated  in  other  facilities. 
Cheryl  Davis.  Manager  of  the  Water  Department's  Water  Supply  and  Treatment  Division, 
stated  that  their  staff  is  doing  an  analysis  of  each  facility  to  find  out  the  benefits  and 
implications  of  consolidating  the  maintenance  yards.  Ms.  Davis  said  that  the  report  would  be 
available  in  two  weeks.  Mr.  Moran  noted  that  having  an  outpost  in  Sunol  is  necessary  for 
operational  reasons  especially  in  case  of  an  emergency  when  the  system  has  to  be 
immediately  shut  down.  Commissioner  Werbe  pointed  out  that  the  department  should  cut 
down  any  expense  that  does  not  relate  to  maintaining  the  safety  and  quality  of  the  water 
supply.  He  said  that  the  funds  requested  for  maintenance  and  repair  of  housing  facilities 
should  be  used  to  buy  house  trailers. 

The  following  individuals  commented: 

Mike  Byrne,  watershed  keeper  at  the  Alameda  Division,  commented  that  the  elimination  of  the 
six-day  work  week  for  watershed  keepers  would  cut  the  watershed  keepers'  pay  by  30%.  He 
stated  that  seven  watershed  keepers  working  five  days  would  not  replace  six  watershed 
keepers  working  six  days  a  week  from  a  safety  standpoint. 

Jano  Oscherwitz  of  Local  790,  representing  the  watershed  keepers,  spoke  opposing  the 
replacement  of  the  6-day  work  week  with  hiring  one  watershed  keeper  and  one  supervisor. 
She  stated  that  the  6-day  work  week  was  already  part  of  the  conditions  of  employment  for 
watershed  keepers. 

Ms.  Oscherwitz  spoke  for  Yolanda  Thomas,  a  custodian  at  the  Water  Department,  saying  that 
the  Water  Department  would  be  spending  an  extra  $30,000  to  contract  custodial  services  with 
the  Department  of  Public  Works. 

Mike  Cook  of  Auto  Machinists  Union,  Local  1 305,  stated  that  it  would  be  cheaper  to  buy  house 
trailers  instead  of  maintaining  and  remodeling  the  existing  housing  facilities.  He  urged  that  any 
plan  or  action  by  the  Commission  pertaining  to  contracting  auto  repair  sen/ices  should  be 
discussed  first  with  their  union. 

Susan  Smith  urged  the  Commission  to  augment  the  budget  for  natural  resources  staff  for  the 
Peninsula  watershed. 


95-14 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:  4:55  P,M. 


Romaine  A.  Boldridge 
Secretary 


95-15 


PUBLIftUTILITIg5eOMWI5§l&hl 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  No.     9  5  ~  Q  0  0  7 


WHEREAS,  The  Public  UUlities  Commission  leased  certain  of  its 
properties  to  third  parties:  and 

WHEREAS.  Numerous  of  these  leases  have  expired,  and  the 
tenants  thereunder  have  remained  on  the  leased  premises  pursuant  to  the 
holdover  provisions  contained  in  the  expired  leases;  and 

WHEREAS.    The  Commission  has  determined  that  the  rent  on 
each  of  these  leases  needs  to  be  renegotiated,  and  if  a  new  rent  cannot  be 
renegotiated,  the  tenancy  should  be  terminated:  now  therefore  be  it 

RESOLVED.  That  the  General  Manager  of  the  Public  UUlities 
Commission  is  hereby  directed  to  renegotiate  the  rent  on  all  the  expired  leases 
and  be  it  further 

RESOLVED.  That  all  renegoUaUons  shall  be  based  on  the 
following  conditions: 

1)  The  City's  primary  goal  is  the  protection  of  watershed 
lands,  pipelines  and  other  facilities  from  harm. 

2)  The  lease  or  permit  will  generate  the  highest  return  for  the 
City  based  upon  highest  and  best  use  of  the  land. 

3)  The  General  Manager  shall  obtain  the  most  current  financial 
statement  from  the  Tenant;  and  be  it  further 

RESOLVED.  That  the  General  Manager  of  the  Public  UUlities 
Commission  is  hereby  authorized  to  terminate  any  holdover  tenancy  if  unable 
to  renegotiate  a  new  rent. 


/  hereby  certify  that  the  foreenine  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,       JANUARY  ;d41995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTiLmEs  febwiiv^iS^idN 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 

95-0008 


RESOLUTION  No. . 


WHEREAS,  Certain  employees  of  the  San  Francisco  Water  Department  and  Hetch 
Hetchy  Water  and  Power  reside  in  City-owned  property  which  has  the  same  mailing  address 
as  their  work  site;  and 

WHEREAS,  These  employees  receive  personal  mail,  parcels  and  other  personal 
deliveries  at  their  mailing  address;  and 

WHEREAS,  Other  employees  may  for  convenience  receive  personal  items  at  their 
work  site;  now,  therefore,  be  it 

RESOLVED,  That  it  is  the  policy  of  this  Commission  that  only  mail,  parcels  and  other 
deliverables  which  are  official  City  business  shall  be  addressed  to  the  City  department;  all 
personal  items  for  employees  shall  be  addressed  to  the  employee,  listing  the  employee's  name 
first,  followed  by,  in  care  of  the  City  department  (if  necessary  for  delivery),  the  street  address, 
or  other  destination  information;  the  City  department  cannot  be  part  of  the  account  name;  and 
be  it 

FURTHER  RESOLVED,  That  the  General  Manager  shall  mform  all  employees  of  this 

policy. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JANUARY  ;!!41995 


at  its  meeting  of  

Secretary, 


•retary,  Public  Utilities  Commission 


CrTY  AND  COUhTTY  OF  SAN  FRANCISCO 


95-0009 

RESOLUTION  Na 


RESOLVED,  That  this  Commission  on  the  recommendation  of  the  General  Manager  of 
Public  Utilities,  PUC  Finance  Director  and  the  City  Attorney,  hereby  approves  collection  of 
charges  for  damages  for  the  months  of  October  and  November  1994  against  the  following: 

SAN  FRANCISCO  WATER  DEPARTMENT  from  miscellaneous  debtors  for  write-off 
compromise  reductions  for  comparative  negligence  in  the  amount  of  $792.04. 

BUREAU  OF  LIGHT,  HEAT  &  POWER  from  miscellaneous  debtors  in  the  amount 
of  $8,446.27. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JANUARY  2  41995 


at  its  meeting  of . 


Secretary,  Public  Utilities  Commission 


PUBLIC  UVILITIEti  WMMI55I0N 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


95-0010 

RESOLUTION  No.  


WHEREAS,  Pursuant  to  Charter  Section  7.402(b)  the  Public  Utilities 
Commission  has  the  exclusive  power  to  lease  agricultural  lands  or  other  lands 
used  or  useful  for  Water  Department  purposes  and  at  the  same  time  available 
for  leasing  or  rental  for  agricultural  or  other  purposes:  and 

WHEREAS,  The  Public  Utilities  Commission  wishes  to  increase  its 
control  over  future  leases,  easements  or  permits  entered  into  by  the  Public 
Utilities  Commission  for  property  under  its  jurisdiction:  and 

WHEREAS,  Resolution  No.  81-0341  authorized  the  General  Manager  of 
the  Public  Utilities  Commission  to  issue,  amend,  and  execute  permits  up  to 
$600  per  month:  now.  therefore,  be  it 

RESOLVED.  That  all  leases,  easements  and  permits  to  be  entered  into 
by  the  Commission  for  property  under  its  jurisdiction  shall  be  first  approved 
by  the  Public  Utilities  Commission:  and  be  it  further 

RESOLVED,    That  it  shall  be  the  policy  of  this  Commission  that  the 
secondary  use  of  Water  Department  lands  for  agricultural  or  other  purposes 
shall  at  all  times  be  subordinate  to  the  needs  and  interests  of  the  Water 
Department  to  protect  its  watershed  lands,  pipelines  and  other  facilities  from 
any  harm,  and  that  the  Water  Department  shall  seek  to  maximize  the 
revenues  to  be  derived  from  the  secondary  use  of  Water  Department  lands 
for  agricultural  or  other  purposes  by  negotiating  on  behalf  of  the  Commission 
rents  which  reflect  both  the  value  and  the  intended  use  of  the  lands  to  be 
leased,    and  be  it  further 

RESOLVED.  That  Resolution  No.  81-0341  is  hereby  rescinded. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,         JANUARY  2  41995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 
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Call  to  Order: 


7:10  p.m. 


Present:  President  Morton  Miller,  Vice  President  E.   Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


************************* 

Item  No.  3:  To  consider  approving  the  Watershed  Management  Preferred  Alternative 
recommended  by  the  San  Francisco  Watershed  Planning  Team;  and  authorizing  the 
General  Manager  of  the  Public  Utilities  Commission  to  proceed  with  the  development  of 
Comprehensive  Watershed  Protection  Policy  and  Management  Plans  and  related 
Environmental  Impact  Reports  in  compliance  with  the  California  Environmental  Quality  Act 
(CEQA). 

Ed  Blau  of  EDAW,  Inc,  consultant  for  the  Watershed  Management  Planning  Project,  gave 
a  presentation  on  the  elements  of  the  preferred  alternative  for  the  Watershed 
Management  Plan  using  slides.  He  discussed  the  different  activities  in  the  watershed 
area  and  proposed  plans  for  each  activity. 

The  following  individuals  commented  in  favor  of  the  preferred  management  alternative 
recommended  by  staff: 

1.  John  Andrew,  California  Department  of  Health  Services,  Office  of  Safe 
Drinking  Water 

2.  James  Reynolds,  Water  Supply  Engineer,  Alameda  County  Water  District 

3.  Neil  Levin,  Peninsula  Watershed  Preservation  Society 

4.  Robert  Solotar,  San  Francisco  Bay  Chapter  of  the  Sierra  Club 

5.  Guido  Ciardi 

The  following  individuals  commented  in  favor  of  Alternative  A  in  order  to  protect  the 
watershed: 

1.  Shirley  Campbell,  Peninsula  Watershed  Protection  Society 

2.  Mary  Campbell-Droze,  Peninsula  Watershed  Protection  Society 

3.  Sue  Smith 
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The  following  individuals  commented  in  favor  of  including  ridge  trails  in  the  watershed 
plan  on  a  permit  and  limited  basis: 

1.  Glenn  Kirby,  Vice  President,  Bay  Area  Ridge  Trail 

2.  Peter  Bluhon,  Trail  Associate,  Bay  Area  Ridge  Trail 

3.  Jean  Russmore,  Bay  Area  Ridge  Trail 

4.  Steve  Prokop,  Bay  Area  Ridge  Trail 

5.  Doris  E.  Lindfors 

6.  Lennie  Roberts,  GGNRA  Advisory  Committee 

7.  Robert  Buelteman 

8.  Nancy  Stone,  member,  Pacifica  Land  Trust 

9.  Julia  Bott,  Director,  Loma  Prieta  Chapter  of  the  Sierra  Club 

10.  Michael  Alexander 

1 1 .  Douglas  Nelson 

12.  Ron  Weaver,  Bay  Area  Ridge  Trail 

13.  Felix  Smith,  President,  San  Francisco  Hiking  Club 

Dan  Henriquez  of  Save  Our  Sunol  (SOS),  commented  in  response  to  one  of  the 
speaker's  comments  that  there  are  fire  roads  not  controlled  but  were  not  abused 
by  hikers  or  equestrians. 

The  following  individuals  commented  regarding  the  expansion  of  golf  courses  in  the 
watershed: 

In  Favor 

1.  Barbara  Koontz,  President,  San  Mateo  County  Golfers  Association 

2.  Helen  Alamo,  Secretary,  San  Mateo  County  Golfers  Association 

3.  Bill  Royce,  San  Mateo  County  Golfers  Association 

4.  Wendy  Fraser,  San  Mateo  County  Golfers  Association 

5.  Kathy  Fraser,  San  Mateo  County  Golfers  Association 

Opposed 

1 .  Olive  Mayer 

2.  Jean  Dickey 

The  following  individuals  expressed  support  in  providing  recreational  uses  in  the 
watershed  such  as  golf,  swimming  pool,  hiking,  and  horseback  riding: 

1.  Steve  Fiala,  East  Bay  Regional  Park  District 

2.  Timothy  Sullivan 

3.  Carol  Narvaez,  San  Mateo  County  Golfers  Association 

4.  Carol  Tompkins,  San  Mateo  County  Golfers  Association 

5.  Norman  Nutcher,  San  Mateo  County  Golfers  Association 
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The  following  individuals  urged  the  Commission  to  allow  equestrians  the  same  access  to 
the  watershed  as  the  hikers; 

1.  George  Sublett,  member  of  the  Board  of  Directors,  San  Mateo  Horsemen 
Association 

2.  Amos  Dana,  past  president  and  present  member  of  the  Board  of  Directors, 
San  Mateo  Horsemen  Association 

3.  Ken  Brown,  President,  San  Mateo  Horsemen  Association 

The  following  individuals  spoke  opposing  the  proposed  quarrying  on  the  west  side  of 
Interstate  680: 

1.  Susan  Brandt-Hawley,  Save  our  Sunol  (SOS) 

2.  Patricia  Stillman,  Save  our  Sunol  (SOS) 

3.  Dave  Smith 

4.  Bob  Foster 

5.  Martin  Bournhonesque 

Brian  O'Neil,  Superintendent,  Golden  Gate  National  Recreation  Area  (GGNRA), 
representing  the  National  Park  Service  and  the  Secretary  of  Interior,  commented  that  the 
preferred  plan  would  affect  the  1969  scenic  and  recreational  easement.  He  urged  the 
Commission  to  consider  including  the  National  Park  Service  as  part  of  the  review  and 
approval  process  for  the  watershed  plan. 

Keith  Mangold  of  Coastside  Creek  Restoration  Association  and  Richard  Ismirian  of  the 
Federation  of  Fly  Fishers  urged  the  Commission  to  include  a  policy  in  the  preferred 
alternative  advocating  preservation  and  protection  of  the  environment  downstream  from 
watershed  lands. 


Commissioner  Otsea  was  excused  at  9:40  p.m. 

President  Miller  announced  that  public  comments  were  closed. 

The  Commission  voted  unanimously  to  continue  the  meeting  to  January  26,  1995  at 
7:00  p.m.  at  the  Board  of  Supervisors'  Chambers  in  City  Hall. 

THEREUPON  THE  MEETING  WAS  ADJOURNED:      1 1 :00  P.M. 


UyriOi-idULA'/MC 
Romaine  A.  Boldridge 
Commission  Secretary 
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Call  to  Order: 


7:10  p.m. 


Present: 


President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 
Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


RESOLUTION 
NO. 


95-0011 


95-0012 


WD       Approving  the  Modified  Recommended  Watershed 

Management  Preferred  Alternative,  authorizing  the  General 
Manager  of  the  Public  Utilities  Commission  to  prepare  Draft 
and  Final  Watershed  Policy,  Watershed  Management  Plans, 
and  an  Environmental  Impact  Report  consistent  with  CEQA 
regulations  and  guidelines. 

WD       Expressing  the  Public  Utilities  Commission's  intent  with  regard 
to  the  Watershed  Management  Preferred  Alternative,  that 
recreational  facilities  and  the  cost  of  providing  docents  should 
not  be  borne  by  water  rate  payers. 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


Anson  B.  Moran,  General  Manager  of  Public  Utilities,  commented  on  staff's  intent  in  the 
preferred  alternative  concerning  certain  categories.  With  regard  to  the  category  of  golf 
courses,  he  said  that  the  primary  issues  are  the  disturbance  to  the  land  and  the 
endangered  plants  at  the  site.  The  reference  to  "upstream"  could  be  removed,  if  it  is  the 
intention  of  the  Commission  not  to  permit  additional  golf  courses. 

Regarding  access  of  groups  to  interior  trails  on  the  watershed,  the  intent  was  not  to 
restrict  groups,  such  as  the  Sierra  Club,  but  to  remove  the  exclusiveness  of  that 
relationship  and  make  it  open  to  small  groups  led  by  either  staff  or  a  decent. 
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Regarding  the  status  of  the  scenic  and  the  scenic  and  recreation  easements,  Mr.  Moran 
said  that  those  easements  create  no  positive  obligation  for  the  Commission  to  do  any 
particular  thing.  They  do  grant  review  and  approval  rights  to  parties  for  some  things  that 
we  choose  to  do.  However,  they  do  not  give  those  opportunities  for  things  that  we 
choose  not  to  do.  They  do  not  confer  on  any  other  parties  any  particular  role  in  planning 
or  making  determinations  about  the  use  of  watershed  lands.  The  planning  responsibilities 
for  those  lands  rest  with  the  Commission. 

Commissioner  Normandy  moved  to  consider  the  plan,  seconded  by  Commissioner  Otsea. 

David  Blau,  consultant  with  EDAW,  discussed  each  category,  the  recommended  preferred 
alternative  and  revised  recommendations,  if  any,  resulting  from  the  comments  received 
to  date. 

The  Commission  made  the  following  modifications: 

Under  Existing  Public  Trails,  Commissioner  Werbe  moved,  Commissioner  Otsea  seconded 
to  modify  the  preferred  alternative  to  read:  "Open  to  individuals  and  groups  without  a 
permit,  except  where  a  permit  is  currently  required."  The  motion  was  unanimously 
approved. 

Under  Group  Access  to  Existing  Internal  Roads/Fire  Roads,  on  motion  by  Commissioner 
Otsea,  seconded  by  Commissioner  Normandy,  the  Commission  unanimously  voted  to 
restore  "Chartered  Groups"  to  the  Preferred  Alternative.  The  word  "only"  was  not 
included. 

Under  the  category  of  Mountain  Bil<es,  Commissioner  Otsea  moved,  Commissioner  Salma 
seconded  to  modify  the  Preferred  Alternative  to;  "Allowed  on  designated  existing  and 
designated  new  trails  only."  This  motion  was  unanimously  approved. 

Under  the  category  of  Fishing,  Commissioner  Otsea  moved.  Commissioner  Salma 
seconded,  to  modify  the  Preferred  Alternative  to  read:  "Not  allowed  except  on 
designated  streams  and  quarries."  The  motion  was  unanimously  approved. 

Under  Day  Use  and  Environmental  Education  Centers,  Commissioner  Werbe  objected  to 
building  an  education  center  on  the  watershed  and  funding  its  cost.  He  moved  to  change 
the  Preferred  Alternative  to:  "Not  Allowed."  The  motion  was  seconded  by  Commissioner 
Salma.  Commissioners  Otsea  and  Normandy  spoke  in  opposition  to  the  motion  and  in 
favor  of  retaining  the  education  center  in  the  plan  as  a  concept  that  will  be  further 
defined  at  a  later  time.  This  motion  was  abandoned  in  favor  of  Commissioner  Salma's 
suggestion  to  change  the  Preferred  Alternative  to:  "Consider  one  Environmental 
Education  Center  on  each  watershed."  Commissioner  Salma  moved.  Commissioner  Otsea 
seconded  to  insert  the  word  "consider"  regarding  the  education  centers.  The  motion  was 
passed  unanimously. 

Under  the  category  of  Golf  Courses,  Commissioner  Otsea  moved,  and  Commissioner 
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Salma  seconded  to  delete  the  words  "upstream  of  reservoirs".  As  revised,  it  would  read: 
"No  new  courses."  This  motion  was  unanimously  approved. 


Under  Activities  Considered  Incompatible,  Commissioner  Normandy  suggested  changing 
"Dogs"  to  "Domesticated  Animals",  and  Commissioner  Werbe  suggested  adding  "except 
for  seeing-eye  or  service  dogs". 

Under  Watershed  Management  Activities  To  Support  Each  Alternative,  Commissioner 
Otsea  moved,  Commissioner  Normandy  seconded,  to  add  a  bullet  stating:  "Requires 
acquisition  of  critical  watershed  lands  to  protect  source  water  supplies."  This  motion 
was  unanimously  approved. 

Commissioner  Normandy  moved  to  approve  the  plan,  as  modified.  Commissioner  Salma 
seconded.  Resolution  No.  95-0011  was  unanimously  adopted. 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner  Salma,  the  Commission 
expressed  its  intent  with  regard  to  the  Watershed  Management  Preferred  Alternative,  that 
recreational  facilities  and  the  cost  of  providing  docents  should  not  be  borne  by  water  rate 
payers.  The  motion  was  unanimously  approved. 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:    8:05  P.M. 


Romaine  A.  Boldridge 
Secretary 
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CTTY  AND  COUNTY  OF  SAN  FRANCkSCO 


95-0011 

RESOLUTION  No.  ^  v  -j- 


WHEREAS,  The  San  Francisco  Board  of  Supervisors  recommended  that 
Comprehensive  Watershed  Management  Policy  and  Plans  be  prepared  by  the  Public  Utilities 
Commission  to  provide  a  framework  for  making  future  decisions  about  watershed  land  and 
water  activities  while  protecting  the  water  quality  values  of  the  City's  watersheds  and 
reservoirs ;  and^ 

WHEREAS,  The  Public  Utilities  Commission  approved  the  preparation  of 
Comprehensive  Watershed  Management  Policy  and  Plans  by  Resolution  No.  91-0354;  and, 

WHEREAS,  The  San  Francisco  Watershed  Planning  Team  has  collected,  compiled, 
and  evaluated  a  significant  amount  of  technical  information,  data,  and  public  opinion  about 
the  watershed,  water  quality,  natural  resource,  and  social  values  of  the  Alameda  and 
Peninsula  Watersheds  owned  and  managed  by  the  City  and  County  of  San  Francisco;  and, 

WHEREAS,  The  San  Francisco  Watershed  Planning  Team  has  developed, 
analyzed,  and  received  public  review  of  three  (3)  preliminary  policy  and  management 
alternatives;  and, 

WHEREAS,  The  San  Francisco  Watershed  Planning  Team  has  presented  and 
recommended  to  this  Commission  and  the  interested  public  a  Preferred  Alternative  to  provide 
a  framework  for  drafting  watershed  policy  and  management  plans  and  for  preparing  an 
Environmental  Impact  Report;  and, 

WHEREAS,  This  Commission  has  reviewed  and  modified  the  Recommended 
Preferred  Alternative  described  in  Volume  V  of  the  Watershed  Watch  Newsletter  (Winter, 
1995)  after  considering  comments  offered  by  the  public,  interest  groups,  public  agencies,and 
PUC  staff  regarding  the  Recommended  Preferred  Alternative;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  the  Modified  Recommended  Watershed 
Management  Preferred  Alternative,  and,  based  on  it,  authorizes  the  General  Manager  of  the 
Public  Utilities  Commission  to  prepare  Draft  and  Final  Watershed  Policy,  Watershed 
Management  Plans,  and  an  Environmental  Impact  Report  consistent  with  CEQA  regulations 
and  guidelines;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of 
the  Public  Utilities  Commission  to  request  of  the  San  Francisco  Planning  Commission,  a 
review  and  Certification  of  the  Environmental  Impact  Report;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  directs  the  General  Manager  of  the 
Public  Utilities  Commission  to  return  the  Final  Watershed  Management  Policy  and  Plans, 
along  with  a  Certified  Environmental  Impact  Report,  to  this  Commission  for  consideration, 
adoption  and  implementation. 


I  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,     JANUARY  2  6  1995 

at  Its  meeting  of  "   


Secretary,  Public  Utilities  Commissio 


KuesLiu  u  I  iLM  iLjiiuuifiivii;s9iun 

.1    I  iNi    ■.   ...r.    .  OF  SAN  FRANCISCi  ' 


RESOLUTION  No. . 


95-0012 


WHEREAS ,  The  Public  Utilities  Commission  has  approved  the 
Modified  Recommended  Watershed  Management  Preferred  Alternative  and 
has  authorized  the  preparation  of  Draft  and  Final  Watershed  Policy, 
Watershed  Management  Plans  and  an  Environmental  Impact  Report;  and 

WHEREAS,  The  approved  Preferred  Alternative  makes  reference  to 
recreational  facilities  and  docents;  now,  therefore,  be  it 

RESOLVED,  That  it  is  the  intent  of  the  Public  Utilities 
Commission  at  the  time  of  its  approval  of  the  Watershed  Management 
Preferred  Alternative,  that  the  cost  of  providing  recreational 
facilities  and  docents  shall  not  be  borne  by  the  water  rate  payers. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  n^eetin,  JANUARY   2  6  1995 


Secretary,  Public  Utilities  Comrmssion 
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Call  to  Order: 


2:10  p.m. 


Present:  President  Morton   Miller,   Vice   President  E.   Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 

Commissioner  Otsea  arrived  at  2:30  p.m. 


EXECUTIVE  SESSION 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in 
closed  session  today  from  1 :30  p.m.  to  2:05  p.m.  to  confer  with  legal  counsel  regarding 
lease  negotiations  with  Encabo  Enterprises,  Inc.  The  Commission  did  not  take  any  action 
on  this  matter. 

On  motion  made  by  Commissioner  Normandy,  seconded  by  Commissioner  Salma,  the 
Commission  voted  unanimously  not  to  disclose  the  discussion  during  the  closed  session. 
Commissioner  Otsea  was  absent  during  the  vote. 

************************* 

RESOLUTION 

NO. 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0013  GM       Approving   the    1995/96    Operating    Budgets    and  Capital 

Improvement  Programs  for  the  departments  and  bureaus  under 
the  jurisdiction  of  the  Public  Utilities  Commission. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

Copies  of  the  above  resolution  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 

Commissioner  Werbe  inquired  as  to  whether  there  was  a  possibility  of  cutting  the  size 
of  the  maintenance  operation  and  eliminating  the  administrative  office  and  automobile 
repair  shop  in  Sunol.  Anson  B.  Moran,  General  Manager  of  Public  Utilities,  pointed  out 
that  as  part  of  Project  No.  870,  the  Water  Department  would  be  undertaking  a  study  to 
determine  the  feasibility  of  consolidating  the  department's  maintenance  yards. 
Commissioner  Werbe  suggested  including  the  following  issues  in  the  study:  consolidation 
of  communication  dispatch  centers  to  one  centralized  system;  an  analysis  of  the  need  for 
gardeners,  carpenters  and  painters:  and  a  review  of  the  need  for  a  separate  paint  shop. 
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Commissioner  Werbe  suggested  reviewing  watershed  housing  facilities  and  exploring  the 
feasibility  of  building  new  structures  or  replacing  them  with  small  prefabricated  cottages. 
He  suggested  demolition  of  housing  not  used  for  watershed  keepers. 

James  Lazarus  from  the  Mayor's  Office  addressed  the  Commission  regarding  the 
Pleasanton  Land  issue  conveying  the  Mayor's  support  to  continue  the  process  of  getting 
entitlement  for  the  Pleasanton  Land  next  fiscal  year. 

Commissioner  Otsea  suggested  that  for  next  year  staff  review  the  number  of  cars 
assigned  to  positions.  Commissioner  Normandy  added  a  request  to  include  a  cost  benefit 
analysis  of  providing  a  City  car  versus  paying  mileage. 

Commissioner  Werbe  requested  that  staff  obtain  a  bid  from  a  private  contractor  to  see 
whether  the  City  can  save  money  by  contracting  for  janitorial  services.  Mr.  Moran  stated 
that  no  City  department  had  been  successful  in  obtaining  a  "Prop  J"  approval  for 
custodial  work  through  the  Board  of  Supervisors.  Commissioner  Werbe  noted  that  these 
are  critical  times  and  contracting  is  a  way  to  save  money. 

Commissioner  Werbe  expressed  concern  about  budgeting  $7.5  million  for  the  Municipal 
Railway.  Commissioner  Otsea  concurred.  Mr.  Moran  explained  that  this  was  a  carry-over 
from  before  the  Municipal  Railway  was  separated  from  the  Public  Utilities  Commission. 
He  pointed  out  that  it  made  no  difference  to  the  department  whether  the  funds  went 
directly  to  the  Municipal  Railway  or  the  department  increased  its  contribution  to  the 
general  fund,  however,  the  Mayor's  Office  expects  the  department  to  continue  this  item 
in  its  budget  as  a  direct  transfer. 

The  following  individuals  commented: 

Jano  Oscherwitz,  representing  Local  790,  urged  the  Commission  to  retain  the  existing 
custodians.  Regarding  the  Watershed  Keepers,  she  urged  the  Commission  not  to 
implement  the  5-day  week  and  hire  additional  staff  on  an  as-needed  basis.  Ms. 
Oscherwitz  commented  about  the  need  to  repair  the  watershed  housing  facilities. 

Yolanda  Thomas,  a  custodian  at  425  Mason  Street,  commented  that  it  would  be  costlier 
to  contract  custodial  services  to  the  Department  of  Public  Works. 

The  Commission  voted  unanimously  to  adopt  Resolution  No.  95-001 3  approving  the  FY 
1 995-96  Operating  Budgets  and  Capital  Improvement  Programs  for  the  departments  and 
bureaus  of  the  Public  Utilities  Commission. 

THEREUPON,  THE  MEETING  WAS  ADJOURNED:    3:50  P.M. 


Commission  Secretary 


95-26 


CITY  AND  COUNTY  OF  SAN  FRANCi^.. 


95-0013 

RESOLUTrON  No.  


RESOLVED,  That  the  budget  estimates  for  1995-96  as  prepared  by  the  General 
Manager  of  the  Public  Utilities  Commission  in  accordance  with  instructions  from  the 
Mayor's  Office  and  the  Controller,  and  on  file  with  the  Director  of  Finance  of  the  Public 
Utilities  Commission,  and  pursuant  to  the  Public  Hearing,  are  hereby  approved  for  the 
following  amounts: 

Operating  Capital 

Hetch  Hetchy  $77,775,993  $10,732,696 

Bureau  of  Light,  Heat  &  Power  54,963,948  0 

Water  Department  94,592,559  26,169,617 

Public  Utilities  6,280,201  0 


RESOLVED,  That  the  General  Manager  of  the  Public  Utilities  Commission  is 
authorized  to  make  technical  adjustments  as  may  be  necessary;  and  be  it 

FURTHER  RESOLVED,  That  the  General  Manager  of  the  Public  Utilities  Commission 
is  authorized  to  adjust  salaries  in  accordance  with  amendments  to  the  Annual  Salary 
Ordinance  and  mandatory  fringe  benefits  in  accordance  with  the  Controller's  instructions; 
and  be  it 

FURTHER  RESOLVED,  That  the  budget  estimates  shall  be  filled  with  the  Controller 
in  accordance  with  the  provisions  of  Charter  Section  6.200. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of  J_ANUARY    3  1  1995  


Secretary.  Public  Utilities  Con^ission 
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NOTICE  OF  EXECUTIVE  SESSION 

PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

SPECIAL  MEETING 

February  14,  1995 
City  Attorney's  Conference  Room 
Room  206,  City  Hall 

1:00  P.M. 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  cases: 

CONFERENCE  WITH  LEGAL  COUNSEL 

Pursuant  to  Government  Code  Section  54956.9(b): 

(1)  Anticipated  Litigation:         As  Defendant 

Regarding  Water  Department  Properly  located  on  Bernal  Avenue  at  1-680.  in 
Alameda  County. 

(2)  Anticipated  Litigation:         As  Defendant 

Regarding  all  expired  Water  Department  leases. 

Pursuant  to  Government  Code  Section  54956.9(a)  and  (b): 

(3)  Existing  Litigation: 

Federal  Energy  Regulatory  Commission  (FERC).  Project  No.  2299. 

In  the  event  this  Special  Meeting  has  not  concluded  before  the  start  of  the  regularly  scheduled 
meeting,  this  meeting  will  resume  immediately  following  the  Regular  Meeting. 


Romaine  A.  Boldridge 
Secretary 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

February  14,  1995 
2:00  P.M. 
Room  282,  City  Hall 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARmENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 

Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-27 


Call  to  Order: 


2:1  5  p.m. 


Present:  President  Morton  Miller,   Vice  President  E.   Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner  Otsea,  the  Minutes  of 
the  Regular  Meeting  of  January  24,  1995  and  the  Minutes  of  the  Special  Meeting  of 
January  26,  1995  were  approved. 


RESOLUTION 
NO. 


The  following  resolution  was  adopted  by  acclamation: 

95-0014  WD       Commending  Grosvenor  International,  Equitable  Montgomery, 

Bank  of  America,  Fog  City  Diner,  and  Holliday  Development  Inc. 
and  its  subcontractor,  Jeffrey  Miller  Company,  for  their  Green 
Ribbon  Panel  awards  for  water  efficiency  practices  and  design. 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0015  GM       Affirming  the  Public  Utilities  Commission's  policies  on  the 

issuance  of  leases  and  permits  for  the  secondary  uses  of  Water 
Department  lands  and  rights-of-way;  and  requiring  all  lessees  to 
provide  annual  financial  statements. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-28 


On  motion  of  Commissioner  Otsea,  seconded  by  Commission 
Normandy,  the  following  resolution  was  adopted: 

95-0016  WD       Approving  Modification  No.  2  to  the  contract  with  A.  Ruiz 

Construction  Company,  San  Francisco  Water  Department 
Contract  WD-2064R,  Installation  of  36-Inch  Steel  Main  in 
Dolores  Street,  25th  Street,  Sanchez  Street,  and  22nd  Street, 
to  perform  additional  work;  extending  contract  completion  time 
by  1 2  calendar  days,  for  a  total  contract  modification  amount  of 
$83,000.00. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0017  WD       Authorizing  the  General  Manager  of  the  San  Francisco  Water 

Department  to  reject  all  bids  received  for  Alameda  Creek 
Diversion  Dam  Road  Reconstruction  Project  and  to  re-advertise 
a  modified  scope  of  work. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0018  HH       Authorizing  Hetch  Hetchy  Water  &  Power  to  transfer  $90,000 

of  surplus  funds  from  "Permanent  Salaries"  to  "Overtime". 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0019  HH        Authorizing  Hetch  Hetchy  Water  &  Power  to  transfer  $100,000 

from  Mid  Aqueduct  Pump  Station  Project,  and  $150,000  from 
Electronic  Governor  System  Installation  Project,  for  a  total  of 
$250,000,  to  the  Protective  Relay  Modification  Project. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-29 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0020  UEB      Authorizing  bid  call  for  Hetch  Hetchy  Water  &  Power  Contract 

No.  HH-845,  Moccasin-Newark  Transmission  Line  -  Tower 
Painting. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0021  UEB      Accepting  the  work  performed  under  Hetch  Hetchy  Contract  No. 

HH-832,  San  Joaquin  Pipeline  No.  2,  Repair  Lining-Segment  HI, 
as  completed;  approving  Final  Contract  Modification  in  the  credit 
amount  of  $162,886.21;  and  authorizing  final  payment  to  the 
contractor,  Spiniello  Construction  Company,  in  the  amount  of 
$4,687.60. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0022  UEB      Approving  Contract  Modification  No.  2  to  the  Water  Department 

Contract  No.  WD-2132R1,  Millbrae  Shops  Phase  ll-A,  with 
Berrios  Construction  Company,  Inc.,  decreasing  the  contract 
amount  by  $7,169.00,  for  a  total  contract  amount  of 
$3,076,284  and  extending  contract  completion  date  to  February 
10,  1995. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0023  UEB      Awarding  Water  Department  Contract  No.  WD-2181,  Bay 

Division  Pipeline  No.  1 ,  Timber  Trestle  Repair,  in  the  amount  of 
$539,600  to  Pan  Marine  Constructors;  and  adopting  the  Final 
Negative  Declaration  and  the  Mitigation  Monitoring  Program. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-30 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted  in  Executive 
Session: 

95-0024  GM       Directing  staff  to  request  the  City  Attorney  to  take  appropriate 

legal  actions  necessary  to  protect  Water  Department's  rights  and 
interests  against  Encabo  Enterprises,  Inc. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted  in  Executive 
Session: 

95-0025  GM       Directing  staff  to  notify  the  Santa  Clara  Redevelopment  Agency 

that  their  lease  terminated  on  December  31,  1994  and  will  be 
continued  on  a  month  to  month  basis  until  a  new  lease  can  be 
negotiated. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


EXECUTIVE  SESSION 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in 
closed  session  with  legal  counsel  from  1 :05  p.m.  to  2:08  p.m.  to  discuss  an  anticipated 
litigation  regarding  the  Water  Department  property  located  on  Bernal  Avenue  at  1-680, 
in  Alameda  County.  The  Commission  did  not  take  any  action  on  this  matter.  The 
Executive  Session  was  continued  until  after  the  regular  meeting. 

The  Commission  voted  unanimously  not  to  disclose  the  discussion  during  the  closed 
session. 


95-3  i 


GENERAL  MANAGER'S  REPORT 


Anson  B.  Moran,  General  Manager  of  Public  Utilities,  reported  that  the  office  of  the 
General  Manager  had  moved  to  1155  Market  Street,  Fourth  Floor,  on  Monday,  February 
13,  1995  and  that  the  move  went  smoothly.  He  thanked  Jill  Thompson  for  her 
assistance  in  coordinating  and  planning  the  move. 

Mr.  Moran  advised  that  he  would  be  putting  together  a  compendium  of  existing  plans  that 
would  serve  as  a  working  document  in  preparing  a  comprehensive  plan.  He  said  that  he 
would  present  an  outline  of  the  plan  at  the  next  meeting. 


*************************** 

Item  No.  (9):  Presentation  by  the  Human  Rights  Commission  regarding  contract 
compliance  practices. 

Edwin  Lee,  Director  of  the  Human  Rights  Commission,  gave  a  presentation  regarding  the 
Minority  Business  Enterprise,  Women  Business  Enterprise,  and  Locally  Owned  Business 
Enterprise  (MBE/WBE/LBE)  Program.  Mr.  Lee  stated  that  the  City  established  this 
program  to  work  toward  parity  for  minority  and  women  owned  businesses  in  City  prime 
contracts.  To  help  them  become  more  competitive,  the  City  extends  bid  preferences  up 
to  10%  to  a  contractor  who  is  certified  as  economically  disadvantaged  and  meets  the 
criteria  for  being  a  minority  or  a  woman  owned  business  or  is  a  local  business. 


Item  No.  flOl:  Presentation  on  proposed  electric  industry  restructuring, 

Diane  Gruenich,  Principal,  Gruenich  Associates  and  Hetch  Hetchy's  consultant  on  the 
project,  presented  an  overview  of  the  "universal  retail  wheeling"  or  "universal  direct 
access"  proposal  that  is  now  before  the  California  State  Public  Utilities  Commission.  The 
proposal  would  allow  a  retail  customer  to  choose  an  electric  utility  company.  The  State 
PUC  anticipates  that  it  will  make  its  final  decision  on  March  27,  1995.  Lawrence  T. 
Klein,  General  Manager,  Hetch  Hetchy  Water  &  Power,  discussed  how  this  proposal 
would  affect  Hetch  Hetchy  since  it  is  not  allowed  to  sell  power  under  the  Raker  Act. 


Item  No.  (11):  Authorizing  the  General  Manager  of  Public  Utilities,  or  his  designee,  to 
issue,  amend,  cancel,  and  execute  day  use  and  special  permits. 

Anson  B.  Moran,  General  Manager  of  Public  Utilities,  stated  that  the  fees  for  day  use  and 
special  permits  would  be  adjusted  to  recover  day-to-day  costs  of  these  transactions  to 
the  Water  Department. 

On  motion  made  by  Commissioner  Werbe  seconded  by  Commissioner  Otsea,  the 
Commission  voted  unanimously  to  continue  this  item  to  the  next  regularly  scheduled 
meeting  to  allow  sufficient  time  for  the  Commission  to  review  the  policy. 


95-32 


Item  No.  (18):  Confirming  that  an  emergency  condition  exists,  in  accordance  with 
Administrative  Code  Section  6.30,  on  the  access  road  to  Hetch  Hetchy  facilities  at  Early 
Intake,  California;  and  authorizing  the  expenditure  of  funds  necessary  for  expeditious 
repairs  and  restoration  of  the  roadway. 

This  item  was  an  informational  item  only.  The  department  will  request  Commission 
approval  to  expend  funds  once  the  estimated  cost  of  the  project  is  determined. 

Resolution  No.  95-0023:  Awarding  Water  Department  Contract  No.  WD-2181,  Bay 
Division  Pipeline  No.  1 ,  Timber  Trestle  Repair,  to  Pan  Marine  Constructors;  and  adopting 
the  Final  Negative  Declaration  and  Mitigation  Monitoring  Program. 

Commissioner  Otsea  inquired  whether  funds  are  sufficient  to  cover  additional  mitigation. 
Richard  Brandt,  Manager,  Utilities  Engineering  Bureau,  stated  that  $115,000  was 
budgeted  for  mitigation  contingency. 

The  Commission  adopted  Resolution  No.  95-0023  unanimously. 


At  4:30  p.m.,  the  Commission  reconvened  the  Executive  Session  and  adopted  Resolution 
No.  95-0024  directing  staff  to  request  the  City  Attorney  to  take  appropriate  legal  actions 
regarding  Encabo  Enterprises;  and  Resolution  No.  95-0025  directing  staff  to  notify  the 
Santa  Clara  Redevelopment  Agency  of  the  termination  of  their  lease. 

The  Commission  did  not  take  action  in  the  case  of  Federal  Energy  Regulatory  Commission 
(FERC),  Project  No.  2299. 

The  Executive  Session  adjourned  at  6:15  P.M. 


Thereupon,  the  meeting  was  adjourned  to  Executive  Session: 


4:20  P.M. 


Romaine  A.  Boldridge 
Commission  Secretary 
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TOBLIC  utilities  C0MMISSIC51T 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na ,  95-0014 


WHEREAS,  The  San  Francisco  Public  Utilities  Commission  is  responsible  for 
promoting  efficient  use  of  water  and  energy  to  the  citizens  and  businesses  of  San  Francisco; 
and 

WHEREAS,  The  Green  Ribbon  Panel,  a  group  composed  of  businesses  and  city 
departments  including  the  San  Francisco  Water  Department  and  Hetch  Hetchy  Water  and 
Power,  is  dedicated  to  promoting  efficient  use  of  resources  to  businesses  within  the  City  with 
workshops  and  seminars;  and 

WHEREAS,  The  Green  Ribbon  Panel  gives  annual  awards  to  businesses  who  are 
acting  as  role  models  for  others  in  the  efficient  use  of  natural  resources,  including  water 
conservation;  and 

WHEREAS,  The  Green  Ribbon  Panel  with  help  from  staff  at  the  San  Francisco 
Water  Department's  Conservation  Unit,  has  chosen  Equitable  Montgomery,  Bank  of 
Ajiierica,  Grosvenor  International  and  the  Fog  City  Diner  for  their  awards  honoring 
businesses  which  practice  water  efficiency  measures  throughout  their  property  and 
operations;  and 

WHEREAS,  The  Green  Ribbon  Panel  with  help  from  staff  at  the  San  Francisco 
Water  Department's  Conservation  Unit,  has  chosen  Holliday  Development  Inc.  and  its 
subcontractor.  Jeffrey  Miller  Company,  for  their  award  honoring  businesses  which  employ 
landscape  designs  that  incorporates  a  water-efficient  irrigation  system  and  beautiful,  water- 
efficient  landscaping  for  their  design  of  the  landscaped  area  of  Potrero  Heights 
Condominiums;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  commends  Equitable  Montgomery.  Grosvenor 
International,  Bank  of  America,  the  Fog  City  Diner  and  Holliday  Development  Inc.  for  their 
awards  on  water  efficiency  practices  and  design. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  FEBRUARY  1  4  1995 


Secretary,  Public  Utilities  Commission 


P! '-^  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0015 


WHEREAS,  Pursuant  to  Charter  Section  7.402(b),  the  Public  Utilities  Commission 
has  exclusive  power  to  lease  agricultural  lands  and  other  lands  used  and  useful  for  the  Water 
Department  purposes  and  at  the  same  time  available  for  leasing  or  rental  for  agricultural 
or  other  purposes;  and 

WHEREAS,  The  Public  Utilities  Commission  did  establish  that  the  leasing  and 
granting  of  permits  for  the  secondary  use  of  Water  Department  lands  shall  at  all  times  be 
subordinate  to  the  needs  and  interests  of  the  Water  Department;  that  rental  or  fee  for  the 
use  of  those  lands  shall  reflect  both  the  value  and  intended  use  of  the  lands  to  be  leased  or 
for  which  a  permit  is  to  be  granted;  and  that  all  leases  and  permits  shall  be  submitted  to  the 
Commission  for  its  review  and  approval;  and 

WHEREAS,  The  Public  Utilities  Commission  did  also  establish  that  whenever 
practical  leases  shall  be  competitively  bid;  that  the  negotiation  of  leases  shall  be  limited  to 
situations  in  which  there  is  only  one  interested  party  or  under  special  circumstances  when 
the  Commission  determines  it  is  in  the  best  interest  of  the  Water  Department  to  negotiate 
with  a  single  bidder;  that  proposals  for  all  leases,  whether  bid  or  negotiated,  will  be  solicited 
from  interested  parties  and  the  highest  responsible  and  responsive  bid  will  be  submitted  to 
the  Commission  for  its  approval  and;  that  all  bidders  will  provide  appropriate  information 
on  their  respective  qualifications  to  demonstrate  they  can  successfully  entering  into  a  lease 
agreement,  if  selected;  and  that  a  successful  bidder  will  provide  a  performance  bond  or 
other  surety  consistent  with  the  terms  of  the  lease;  now,  therefore,  be  it 

RESOLVED.  That  this  Commission  affirms  these  policies  on  issuance  of  leases  and 
permits  for  the  secondary  uses  of  Water  Department  lands  and  rights-of-way;  and  be  it 
further 

RESOLVED,  That  this  Commission  requires  that  all  leases,  including  those  on  flat 
fee  rental,  shall  provide  within  60  days  after  the  close  of  the  calendar  or  fiscal  year  annual 
financial  statements  attested  to  by  a  certified  public  accountant  or  public  account  as  fairly 
representing  the  lessee's  financial  condition;  and  be  if  further 

RESOLVED,  That  the  Bureau  of  Finance  shall  be  responsible  for  preparing  and 
submitting  to  the  General  Manger  of  Public  Utilities  and  to  the  Commission  a  quarterly 
report  on  delinquencies,  a  quarterly  report  on  expired  and  expiring  leases  with  comments 
on  the  status  of  lease  renewal,  and  any  other  reports  the  General  Manager  or  the 
Commission  determines  may  be  necessary  or  useful  in  their  respective  oversight  and 
management  of  leases  and  permits  for  the  use  of  Water  Department  lands  and  right-of-ways. 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,         FEBRUARY  1  4  1995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


»UBLK;  (Mt!  iMI-s  cuMMISSION  ^ 
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RESOLUTION  No. 


95-0016 


WHEREAS,  During  the  construction  of  San  Francisco  Water  Department  Contract  WD-2064R, 
36-  Inch  Steel  Main  Installation  in  Dolores  Street  between  San  Jose  Avenue  and  25th  Street,  25th 
Street  between  Dolores  and  Sanchez  Streets,  Sanchez  Street  between  25th  and  22nd  Street,  and  22nd 
Street  between  Sanchez  and  Castro  Streets,  the  Contractor,  A.  Ruiz  Construction  Company  and 
Associates/  Ranger  Pipelines,  Inc,  A  Joint  Venture,  encountered  an  unforeseen  and  unforeseeable  field 
condition  which  requires  the  use  of  shoring  for  the  water  main  trench  in  22nd  Street  to  protect  adjacent 
utilities  and  adjacent  street  paving;  and 


WHEREAS,  The  Contractor  and  the  City  negotiated  a  unit  price  of  $150.00  per  lineal  foot  of 
trench  to  be  shored,  based  upon  an  estimated  length  of  500  feet,  and  also  agreed  to  an  extension  of 
time  for  contract  performance  of  12  calendar  days,  and  an  increase  of  ten  working  days  for  the  bid 
item  for  inspection  charges  at  $800.00  per  day;  now.  therefore,  be  it 


RESOLVED.  That  this  Commission  hereby  approves  Contract  Modification  No.  2  to  San 
Francisco  Water  Department  Contract  WD-2064R  whereby  the  Contractor  will  provide  shoring  along 
approximately  500  feet  of  water  main  trench  in  22nd  Street  between  Sanchez  and  Castro  Street  at  an 
agreed  upon  price  of  $150.00  per  lineal  foot  for  a  total  amount  of  $75,000.00,  the  contract  completion 
time  is  extended  by  12  calendar  days,  and  the  time  and  amount  for  inspection  are  increased  by  10 
working  days  at  $800.00  per  working  day  for  a  total  of  $8,000.00  to  accommodate  the  extra  work 
under  this  Contract  Modification,  all  for  a  total  contract  modification  amount  of  $83,000.00. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

FEBRUARY  1  4  1995 


Secretary,  Public  Utilities  Commission 


CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


95-0017 

RESOLUTION  No. 


WHEREAS,  The  Alameda  Creek  Diversion  Dam  Road  reconstruction 
project  was  advertised  in  January,  1994;  and 


WHEREAS,  The  scope  of  the  job  has  been  modified  to  include 
additional  components;  and 


WHEREAS,  Prospective  bidders  were  informed  of  subsequent  changes 
in  the  scope  of  work  and  invited  to  inspect  work  site;  and 


WHEREAS,  A  disparity  exists  in  the  bids  received  that  indicates  a 
significant  difference  in  the  understanding  of  the  contract  specifications 
between  bidders;  and 


WHEREAS,  An  environmental  assessment  was  completed  by  the 
Water  Department,  reviewed  and  accepted  by  the  Office  of 
Environmental  Review  for  the  modified  scope  of  work;  and 


WHEREAS,  It  is  necessary  to  extend  an  opportunity  to  prospective 
bidders  to  consider  and  submit  bids  based  on  the  modified  scope  of  the 
work;  and 


WHEREAS,  It  is  desirable  to  avoid  potential  administrative  protests  by 
all  prospective  bidders;  Now,  therefore,  be  it 


RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of 
the  San  Francisco  Water  Department  to  reject  all  bids  received  for  the 
original  scope  of  work  and  to  re-advertise  the  amended  scope  of  work 
for  maintenance  work  on  Alameda  Creek  Diversion  Dam  Road. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

, ,  FEBRUARY  1 4 1995 

at  Its  meeting  of  . — 


Secretary,  Public  Utilities  Commission 


RESOLUTION  No. 


95-0018 


WHEREAS,  Hetch  Hetchy  and  Civil  Service  have  undertaken  a  major 


study  of  Hetchy's  existing  powerhouse  operation  which  recommends  the 
reclassification  of  existing  positions  to  more  accurately  reflect  the  operation  of  the 
powerhouse;  and 

WHEREAS,  Hetchy's  1994-95  budget  includes  unclassified  positions  to 
comply  with  this  recommendation;  and 

WHEREAS,  Due  to  delays  in  the  classification  process,  Hetchy  has 
had  to  use  unscheduled  overtime  to  ensure  the  operation  of  the  powerhouses 
exhausting  overtime  funds;  now,  THEREFORE  be  it 

RESOLVED,  That  this  Commission  authorizes  Hetch  Hetchy  to  transfer 
$90,000  from  surplus  "Permanent  Salaries"  to  "Overtime"  to  cover  this  shortfall. 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


FEBRUARY  1  4  1995 


Secretary.  Public  Utilities  CoMmission 


KUtSLIU  U  MLI  r  tea  L;UIVItVIIS>9IUN 

Cny  AND  COUKTY  OF  SAN  FRANCISCO 

_  95-0019 

RESOLUTrON  No.  


WHEREAS,   Hetch  Hetchy  Water  &  Power  needs  to  protect  its 
115kV  and  230kV  transmission  equipment  by  replacing  and  updating  the 
protective  relay  system,  and 

WHEREAS,   Initial  studies  resulted  in  a  recommendation  to 
increase  the  number  and  technical  sophistication  of  the  relays  to  be 
purchased ,  and 

WHEREAS,   An  additional   $250,000   is  needed  for  the  purchase  of 
these  protective  relays,  and 

WHEREAS,   Funding  for  this  purpose  is  available  from  Project 
No. 's  869,   Mid  Aqueduct  Pump  Station,    and  816,    Electronic  Governor 
System  Installation;   now,   therefore  be  it 

RESOLVED,   That  this  Commission  authorizes  Hetch  Hetchy  Water  & 
Power  to  transfer  $100,000  from  Project  No.   869,   Mid  Aqueduct  Pump 
Station,   and  $150,000  from  Project  No.   816,   Electronic  Governor 
System  Installation,   a  total  of  $250,000^   to  Project  837,  Protective 
Relay  Modification. 


H032500 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  bv  the  Public  Utilities  Commission 

FEBRUARY  1  4  1995 


at  its  meeting  of 

Secretary, 


rcretary,  Public  Utilities  Commissio 


RESOLUTION  No.  95^0020 


WHEREAS.  Under  Hetch  Hetchy  Water  &  Power  Contract  No. 
HH-845.  Moccasin-Newark  Transmission  Line  -  Tower  Painting,  ttie  City 
desires  to  hiave  ttie  maximum  number  of  tilgti  voltage  transmission 
line  towers  painted  for  an  amount  equal  to  $330,000.00;  now. 
therefore,  be  it 

RESOLVED.  Ttiat  ttils  Commission  tiereby  authorizes  bid  call  for 
Hetch  Hetchy  Water  &  Power  Contract  No.  HH-845,  fvloccasin-Newark 
Transmission  Line  -  Tower  Painting. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  FEBRUARY  1  4  1995    


Secretary,  Public  Utilities  Commission 


CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  ^     VV  X 


RESOLVED,  That  this  Commission  hereby  accepts  the  work 
performed  under  Hatch  Hetchy  Contract  HH-832  as  complete,  approves 
Contract  Modification  No.  2  (Final)  in  the  credit  amount  of  $162,886.21 
and  authorizes  final  payment  to  the  Contractor,  Spiniello  Construction 
Company,  in  the  amount  of  $4,687.60. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

FEBRUARY  1  4  1995 


Secretary,  Public  Utilities  Commission 


■fUDLIl.  U  I  ILri  \t:zy  V  UTVinni»3IWrN  ^ 

n  I    AMI.    .   (  ilHMT  .    .  ll-         N  i-tJANC-IStO 


RESOLUTION  No. 


95-0022 


WHEREAS,  The  work  in  Water  Department  Contract  No.  WD-2132RK 
SFWD-Millbrae  Headquarters  -  Phase  IIA,  North  Shop/Fuel  Island  consists  of 
constructing  a  new  Maintenance  Shop,  installing  underground  utilities,  removing 
and  installing  in  kind  a  Gasoline  &  Diesel  Fuel  Dispensing  Station  and  associated 
contaminated  soil  removal/remediation  work;  and 

WHEREAS,  This  Commission  authorized  Contract  Modification  No.l 
in  the  amount  of  $108,933  for  additional  work  for  a  total  contract  amount  of 
$3,083,453  and  extended  contract  completion  time  by  nine  (9)  calendar  days  to 
December  10,  1994;  and 

WHEREAS,  This  Contract  Modification  No. 2  consists  of  four  items:  (1) 
Delete  Bid  Item  No.  3  Site  Clearing,  Grading  &  Gravel  work  in  its  entirety  for 
a  credit  of  $35,666.00;  (2)  extend  contract  time  completion  by  sixty  (60)  calendar 
days;  (3)  authorize  compensable  extended  overhead  to  Contractor  for  the  amount 
of  $9,550.00;  (4)  increase  Bid  Item  No. 4  Grading  and  Asphalt  Paving  quantities 
for  an  increase  of  $7,975.00,  and  increase  rigid  insulation  to  the  roof  overhang 
under  Bid  Item  No.l  for  an  increase  of  $10,972.00.;  and 

WHEREAS,  The  new  contract  price  totals  $3,076,284  and  the  new 
contract  completion  date  is  February  10,  1995;  and 

WHEREAS,  SFPUC  staff  reviewed  the  proposed  Contract  Modification 
No.l  and  recommends  Commission  approval  of  said  Contract  Modification  No. 
2;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  approves  Contract 
Modification  No. 2  for  construction  Contract  No.  WD-2132R1  Millbrae  Shops 
Phase  II-A  with  Berrios  Construction  Company.  Inc.  for  a  decrease  of  $7, 169  and 
a  sixty  (60)  calendar  day  extension  resulting  in  a  new  contract  amount  of 
$3,076,284  and  a  new  contract  completion  date  of  February  10,  1995. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  FEBRUARY  1  4 1995 

at  Its  meeting  of  -.     


Secretary,  Public  Utilities  Cofnmission 


KUDLIU  U I ILI I  mXi  ^^miYIIddlUlM 

CfTY  ANO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  . 


95-0023 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No.  WD-2181,  Bay 
Division  Pipeline  No.  1  Timber  Trestle  Repairs,  is  to  be  performed;  and 

WHEREAS,  On  December  2.  1994  the  Department  of  City  Planning,  Office  of 
Environmental  Review  issued  a  preliminary  negative  declaration  No.  93.715E  for  the 
proposed  Bay  Division  Pipelines  No.  1  and  No.  2  Maintenance  and  Repair  Program  which 
encompassed  the  proposed  project;  and 

WHEREAS,  On  January  12,  1995  the  Department  of  City  Planning.  Office  of 
Environmental  Review  issued  a  final  negative  declaration  No.  93.715E  for  the  proposed 
project  which  incorporates  comments  received  on  the  preliminary  negative  declaration  and 
Department  of  City  Planning  staff  responses  to  those  comments;  and 

WHEREAS,  The  Final  Negative  Declaration  No.  93.715E  determines  that,  through 
the  incorporation  of  mitigation  measures  included  as  part  of  the  project,  the  project  as 
described  in  the  negative  declaration  will  not  have  a  significant  adverse  effect  on  the 
environment;  and 

WHEREAS,  A  mitigation  monitoring  plan  has  been  prepared  that  is  incorporated 
as  Attachment  "A"  into  the  design  and  construction  contract  documents  for  the  first  year 
project  and  other  elements  of  the  five  year  maintenance  and  repair  program;  now  therefore 
be  it 

RESOLVED,  That  this  Commission  hereby  deems  the  bid  by  Progressive  Pacific 
General  &  Engineering  Contractors,  to  be  non-responsive  for  failure  to  achieve  the 
MBE/WBE  subcontracting  goals  or  to  demonstrate  with  their  bid  that  they  had  made  good 
faith  efforts  in  accordance  with  Chapter  12-D  of  the  Administrative  Code;  and  be  it  further 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water  Department 
Contract  No.  WD-2181,  Bay  Division  Pipeline  No.  1  Timber  Trestle  Repair,  in  the  amount 
of  $539,600  to  Pan  Marine  Constructors,  as  the  lowest  responsive  bidder  and  rejects  all 
other  bids  for  the  work;  and  be  it  further 

RESOLVED,  That  this  Commission  approves  the  use  of  Santa  Clara  Water 
Emergency  Intertie  Project  funds,  FAMIS  Project  32-885-104-01.  in  the  amount  of 
$539,600  for  the  Bay  Division  Pipelines  No.  1  Timber  Trestle  Repair;  and  be  it  further 

RESOLVED.  That  this  Commission  having  considered  and  reviewed  the  Final 
Negative  Declaration  No.  93.715E.  on  file  with  the  Utilities  Engineering  Bureau  and  the 
Department  of  City  Planning,  adopts  said  final  negative  declaration  and  concurs  with  the 
finding  of  the  Final  Negative  Declaration  that  the  proposed  maintenance  and  repair  program 
will  have  no  significant  impact  on  the  environment;  and  be  it  further 

RESOLVED,  That  this  Commission  adopts  the  Mitigation  Monitoring  Program  in 
Attachment  "A"  as  part  of  the  project. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meetin,  FEBRUARY  1  4  1995  


Secretary.  Public  Utilities  Commgsion 


"Public  utilitips  commission 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  95-0024 

WHEREAS,  On  September  28,  1994,  the  General  Manager  of  the  Water  Department 
did  issue  a  revocable  permit  to  Encabo  Enterprises,  Inc.  for  the  use  of  the  Department's 
pipeline  right  of  way  in  the  vicinity  of  1101  Junipero  Serra  Boulevard;  and 

WHEREAS,  On  December  6,  1994,  the  General  Manager  of  the  Water  Department 
by  written  notification  did  revoke  the  permit  issued  to  Encabo  Enterprises,  Inc  pursuant  to 
Section  6  of  the  permit,  and 

WHEREAS,  Encabo  Enterprises,  Inc  has  failed  to  terminate  its  use  of  the  Water 
Department's  property  and  has  not  responded  to  the  Departments  written  demands  to 
surrender  the  property,  now  be  it 

RESOLVED.  This  Commission  directs  the  General  Manager  of  the  Water 
Department  on  his  designatee  to  request  the  City  Attorney  to  take  all  appropriate  legal 
actions  necessary  to  protect  the  Water  Department's  rights  and  interests. 


WllL-bJ 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^.    ,        FEBRUARY  141995 

at  Us  meeting  of  - — _  — 


Secretary.  Public  Utilities  Commission 


KUSLIC  UIILIIIt:S>  UUMIVIIS»S>IUN 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


CORRECTED  f\f\yr. 
RESOLUTION  Na  Jp-UU^D 

WHEREAS,  TTie  Public  Utilities  Commission  has  entered  into  a  lease  with  the 
Redevelopment  Agency  of  Santa  Clara  to  allow  the  use  of  4  acres  of  the  Water 
Department's  pipeline  right  of  way  in  the  vicinity  of  the  Great  America  theme  park,  and 

WHEREAS,  The  original  term  of  the  lease  was  extended  to  December  31,  1994;  and 

WHEREAS,  Section  2(a)  of  the  lease  allows  the  Redevelopment  Agency  to  request 
five  year  extension  of  the  lease  provided  several  conditions  are  met  including  written 
notification  to  the  General  Manager  of  the  Water  Department  by  November  1  of  the  year 
prior  to  the  expiration  of  the  lease;  and 

WHEREAS,  The  Redevelopment  Agency  did  not  notify  the  Water  Department  of 
its  intent  to  request  an  extension  of  the  lease  term  until  January  9,  1995,  now  be  it 

RESOLVED,  This  Commission  finds  the  Redevelopment  Agency  did  not  comply  with 
Section  2(a)  of  the  lease  requiring  timely  notification  a  request  to  extend  the  lease  term;  and 
be  it  further 

RESOLVED,  The  PUC  Director  of  Finance  is  directed  to  notify  the  Redevelopment 
Agency  that  the  lease  terminated  effective  December  31,  1994  and  will  be  continued  on  a 
month  to  month  holdover  until  a  new  lease  can  be  negotiated  with  the  Redevelopment 
Agency  or  another  lessee. 


WHLibJ 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

FEBRUARY  1  41995 

at  its  meeting  of  —  


Secretary,  Public  Utilities  Co 


NOTICE  OF  EXECUTIVE  SESSION 
PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

February  28,  1995 
1:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  cases: 

CONFERENCE  WITH  LEGAL  COUNSEL 

Pursuant  to  Government  Code  Section  54956.9(b): 

(1)  Anticipated  Litigation:         As  Defendant 

Regarding  Water  Department  Property  located  on  Bemal  Avenue  at  1-680,  in 
Alameda  County. 

(2)  Anticipated  Litigation:         As  Defendant 

Regarding  all  expired  Water  Department  leases. 

Pursuant  to  Government  Code  Section  54956.9(a)  and  (b): 

(3)  Existing  Litigation: 

Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 

In  the  event  this  Special  Meeting  has  not  concluded  before  the  start  of  the  regularly 
scheduled  meeting,  this  meeting  will  resume  immediately  following  the  Regular  Meeting. 


Romaine  A.  Boldridge 
Secretary 


MlNUTEg 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

February  28,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARmENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 

Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-34 


Call  to  Order: 


2:40  p.m. 


Present: 


President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 
Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma,  the  Minutes  of  the 
Special  Meeting  of  January  25,  1995  were  approved. 


RESOLUTION 
NO. 


************************* 


95-0026 


GM 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities,  or  his 
designee,  to  issue,  amend,  cancel,  and  execute  day  use  permits. 


VOTE:  AYES 


Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0027  HH        Authorizing  the  General  Manager  of  Public  Utilities  to  solicit 

proposals  from  qualified  firms  to  provide  as-needed  consulting 
services  to  support  Hetch  Hetchy  Bureau  of  Energy  Conservation 
programs. 


VOTE:  AYES 


Miiler,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0028  WD       Designating  a  member  or  members  of  the  Public  Utilities 

Commission  to  participate  in  the  activities  of  the  San  Francisco 
Water  Department/East  Bay  Regional  Park  District 
(SFWD/EBRPD)  Interagency  Coordination  Committee. 


VOTE:  AYES 


Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-35 


On  motion  of  Connmissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0029  WD       Awarding  San  Francisco  Water  Department  Contract  No.  WD- 

21 1  7,  8  Inch  Ductile  Main  Installation  in  Grant  Avenue  between 
Sutter  Street  and  Columbus  Avenue  and  Sewer  Main 
Replacement  between  Washington  Street  and  Clay  Street  to 
Shaw  Pipeline,  Inc.,  in  the  amount  of  $676,465. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0030  WD       Granting  various  permits  to  Metropolitan  Fiber  Systems  of 

California,  Inc.  for  crossing  San  Francisco  Water  Department 
right-of-ways. 

VOTE:  AYES    -     Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0031  WD       Approving  the  issuance  of  Water  Department  Revocable  Permit 

GEN-1 930-94  to  Santa  Clara  Valley  Water  District  for 
constructing  pipeline  encasement  and  water  channel 
modification  in  Bay  Division  Pipelines  No.  3  and  4  right  of  way 
subject  to  a  fee  of  $34,300. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0032  WD       Authorizing  bid  call  for  San  Francisco  Water  Department 

Contract  WD-2189,  Repaving  of  Street  and  Sidewalk  Openings 
for  Fiscal  Year  Ending  June  30,  1996. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-36 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 


95-0033  WD       Accepting  the  work  performed  under  San  Francisco  Water 

Department  Contract  No.  91-517,  AUTOCAD  Professional 
Services,  and  authorizing  final  payment  in  the  amount  of 
$7,146.21  to  the  consultant,  ARCUS  Architecture  and 
Planning. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0034  UEB      Authorizing  the  Manager  of  the  Utilities  Engineering  Bureau  to 

execute  an  agreement  and  a  Memorandum  of  Understanding 
(MOU)  with  the  County  of  San  Mateo  to  perform  environmental 
evaluation  of  the  City  and  County  of  San  Francisco's  proposed 
Lower  Crystal  Springs  Dam  Abutment  Protection  Project  and  the 
San  Mateo  County's  Bridge  Replacement  Project. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0035  UEB      Authorizing  the  Manager  of  the  Utilities  Engineering  Bureau  to 

execute  Amendment  No.  1  to  the  professional  services 
agreement  with  Montgomery-Watson  Inc.  to  perform  additional 
work  for  the  Millbrae  Water  Quality  Laboratory  Studies, 
increasing  the  contract  amount  by  $105,927;  and  authorizing 
the  transfer  of  $105,927  from  Hetch  Hetchy  Treatment  Plant  to 
Millbrae  HQ  Laboratory  account. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 
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On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0036  UEB      Awarding  San  Francisco  Water  Department  Contract  No.  2149, 

8-Inch  Ductile  Iron  Main  Installation  in  Larkin  Street  between 
Pine  Street  and  Pacific  Avenue,  and  in  Washington  Street 
between  Larkin  and  Gough  Streets  in  the  amount  of  $416,710 
to  E.  Mitchell,  Inc.,  as  the  lowest  responsive  bidder. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0037  UEB      Accepting  the  work  performed  under  San  Francisco  Water 

Department  Contract  No.  WD-2115,  San  Andreas  Pipeline 
Rehabilitation,  as  satisfactorily  completed;  approving  Credit 
Modification  No.  2  in  the  amount  of  $204,950.70;  extending 
completion  time  by  47  working  days;  and  authorizing  final 
payment  in  the  amount  of  $21,681.24  to  A.  Ruiz  Construction 
Co.  and  Associates,  Inc.  and  Ranger  Pipelines,  Inc.,  a  joint 
venture. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0038  BF         Authorizing  the  Director  of  Finance  to  solicit  and  execute  a 

personal  services  contract  in  an  amount  not  to  exceed  $50,000 
for  a  term  not  to  exceed  six  months  for  the  performance  of 
independent  property  appraisals  and  fair  market  rent 
determination. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-38 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0039  BF         Approving  the  terms  and  conditions  of  a  revocable  permit  to  be 

issued  to  Woodward-Clyde  Consultants  for  the  purpose  of 
conducting  biological  surveys  on  the  City's  property  in  the 
vicinity  of  the  San  Antonio  Reservoir  for  a  period  commencing 
March  1 ,  1 995  and  ending  May  15,1 995;  and  authorizing  the 
General  Manager  of  Public  Utilities  to  execute  such  permit. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0040  BPT       Ratifying  and  approving  the  Non  Civil  Service  and  Temporary 

appointments  and  removals  made  by  the  General  Manager  of 
Public  Utilities  for  the  months  of  November  and  December.  1 994 
and  January,  1995. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted  in  Executive 
Session: 

95-0041  GM       Directing  the   Director  of  Finance  to  solicit   bids  for  any 

appropriate  use  of  the  land  currently  leased  to  El  Camino  Driving 
Range;  and  authorizing  the  waiving  of  treble  rent  during  the  hold 
over  period. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted  in 
Executive  Session: 

95-0042  GM       Authorizing  waiving  of  treble  rent  for  Van  Van  Do,  dba  New 

Long  Fish  Company,  up  to  and  including  April  1995,  to  provide 
time  for  the  City  and  the  lessee  to  conduct  negotiations  for  a 
new  annual  rent. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 
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Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


EXECUTIVE  SESSIONS 
February  14,  1995 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in 
closed  session  with  legal  counsel  on  February  14,  1995.  The  Commission  did  not  take 
action  in  regard  to  the  Water  Department  property  located  on  Bernal  Avenue  at  1-680  in 
Alameda  County.  The  Commission  adopted  the  following  resolutions  pertaining  to 
expired  Water  Department  leases:  (1 )  Resolution  No.  95-0024  -  Directing  staff  to  request 
the  City  Attorney  to  take  legal  action  regarding  Encabo  Enterprises;  and  (2)  Resolution 
No.  94-0025  directing  staff  to  notify  the  Santa  Clara  Redevelopment  Agency  that  their 
lease  terminated  on  December  31,  1994  and  will  be  continued  on  a  month  to  month 
basis  until  a  new  lease  can  be  negotiated. 

February  28,  1995 

The  Commission  met  with  legal  counsel  in  closed  session  prior  to  today's  meeting  from 
1 :05  p.m.  to  2:35  p.m.  and  adopted  Resolutions  No.  95-0041  and  95-0042  (summarized 
above). 


GENERAL  MANAGER'S  REPORT 
Early  Intake 

Lawrence  T.  Klein,  General  Manager,  Hetch  Hetchy  Water  &  Power,  reported  that  the 
access  road  at  the  Early  Intake  had  stabilized  temporarily.  The  department  had  solicited 
bids  from  contractors  and  the  estimated  cost  to  do  the  repair  work  is  $620,000.  A 
supplemental  appropriation  will  be  requested  for  engineering,  construction  inspection  and 
outside  contracting  work. 

Water  Conservation  Retrofit  Program 

John  P.  Mullane,  General  Manager,  Water  Department,  reported  that,  as  of  Friday, 
February  24,  1 995,  the  Department  had  received  affidavits  from  77%  of  the 
department's  customers  stating  that  they  are  in  compliance  with  the  City's  water 
conservation  retrofit  program. 
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The  Plan 


Anson  B.  Moran,  General  Manager,  Public  Utilities,  presented  an  outline  of  the  plan  for 
the  Public  Utilities  Commission,  Water  Department  and  Hetch  Hetchy,  Water  &  Power. 
Mr.  Moran  presented  two  divisions  of  the  plan;  i.e.,  strategic  plan  and  the  operating  plan 
and  then  described  the  plans  under  each  division.  He  stated  that  this  plan  would  be  a 
working  document  that  would  represent  the  direction  the  department  is  taking. 

****************************** 

Resolution  No.  95-0026:  Authorizing  the  General  Manager  of  Public  Utilities  or  his 
designee,  to  issue,  amend,  cancel  and  execute  day  use  and  special  use  permits. 

President  Miller  directed  staff  to  discuss  with  the  Mayor's  office  the  possibility  of 
charging  permit  fees  to  companies  filming  in  Water  Department  properties  and  report  the 
results  of  the  discussion  to  the  Commission. 

Commissioner  Werbe  directed  staff  to  submit  at  the  end  of  the  month  a  list  of  day  use 
and  special  use  permits  issued  during  the  month  indicating  the  name  of  the  permittee,  the 
fees  paid,  and  the  type  of  use  for  which  the  permit  was  issued.  He  said  that  a  certificate 
of  insurance  should  also  be  required  from  the  permittee  and  it  should  name  the  Water 
Department  as  additional  insured. 

The  Commission  adopted  Resolution  No.  95-0026  unanimously. 

Item  No.  1  3:  Establishing  a  policy  and  setting  processing,  inspection  and  use  fees  for  the 
issuance  of  revocable  permits  for  utility  crossings  of  Water  Department  lands  and  right-of- 
ways. 

Resolution  No.  95-0030:  Granting  various  permits  to  Metropolitan  Fiber  Systems  of 
California,  Inc.  for  crossing  San  Francisco  Water  Department  right-of-ways. 

Item  No.  1 3  was  removed  from  the  calendar  to  allow  time  for  staff  to  further  review  the 
policy  and  make  necessary  revisions. 

The  Commission,  however,  adopted  Resolution  No.  95-0030  granting  permit  to 
Metropolitan  Fiber  Systems  of  California,  Inc.  for  crossing  Water  Department  right  of 
ways  according  to  the  policy  presented  today. 

Item  No.  (22):  Presentation  on  the  Bernal  Avenue  property  in  Alameda  County. 
This  item  was  removed  from  the  calendar. 
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Item  No.  (24):  Approving  the  terms  and  conditions  and  authorizing  the  execution  of  that 
certain  revocable  permit  of  approximately  59.7  acres  of  land  to  Levine-Fricke,  Ql  Holdings 
Inc.,  SRI  International  and  TransTechnology  Corporation,  as  permittee  for  the  purpose  of 
conducting  studies  of  soil  and  groundwater  contamination. 

This  item  was  removed  from  the  calendar. 


Resolution  No.  95-0039:  Approving  the  terms  and  conditions  of  a  revocable  permit  to 
be  issued  to  Woodward-Clyde  Consultants  for  conducting  biological  surveys  on  the  City's 
property  in  the  vicinity  of  the  San  Antonio  Reservoir. 

Mr.  Mullane  advised  that  the  permit  would  be  revised  to  remove  the  fee  applied  to  the 
permit.  The  change  would  not  affect  the  proposed  resolution. 

The  Commission  adopted  Resolution  No.  95-0039  unanimously. 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:    4:00  P.M. 


Romaine  A.  Boldridge 
Commission  Secretary 
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PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUMTY  OF  SAN  FRANCISCO 

RESOLUTION  No.      9  5  "  0  0  26 


WHEREAS,  The  Public  Utilities  Commission  adopted  Resolution  No.  95-0010  at 
its  meeting  of  January  24,  1995  rescinding  PUC  Resolution  No.  81-0341  which  had 
previously  authorized  the  General  Manager  of  the  PUC  to  issue,  amend,  cancel,  and 
execute  various  permits  up  to  $600  per  month;  and 

WHEREAS,  These  permits  include  day  use  permits  for  annual  equestrian, 
wedding,  hiking  and  group  access,  and  special  use  permits  for  scientific  study.  Police  and 
Fire  Department  training,  educational  and  filming,  and 

WHEREAS,  It  is  the  specific  intent  of  this  Commission  to  allow  day  use  and 
filming  permits  identified  in  this  resolution  to  be  issued  on  an  administrative  basis;  now, 
therefore,  be  it 

RESOLVED,  That  the  General  Manager  of  the  PUC  or  his  designee  is  authorized 
to  issue,  amend,  cancel,  and  execute  day  use  and  filming  permits  specified  in  this 
resolution;  and,  be  it 

FURTHER  RESOLVED,  That  all  other  special  use  permits  shall  be  subject  to 
approval  by  the  Public  Utilities  Commission  prior  to  their  issuance. 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    FEBRUARY  2  8  1995 


Secretary.  Public  Utilities  Commission 


N 

OTY  AND  CUUNTY  Uf-  iAN  f  8ANGISCO 

RESOLUTION  No. 


WHEREAS,  The  Bureau  of  Energy  Conservation  is  established  in  pari  to 
achieve  energy  cost  reductions  in  municipal  operations;  and 

WHEREAS,  the  Bureau's  ongoing  energy  efficiency  programs  provide  an 
effective  means  of  reducing  energy  use  in  municipal  buildings;  and 

WHEREAS,  energy-engineering  consulting  services  are  required  in 
support  of  these  programs;  and 

WHEREAS,  Initial  funding  of  $100,000  for  this  work  is  available  in  the 
Hetch  Hetchy/  Bureau  of  Energy  Conservation  FY  1994-95  Operating  Budget,  Object 
190,  "Other  Non-Personal  Services".  Now  THEREFORE,  be  it 

RESOLVED,  that  the  Public  Utilities  Commission  hereby  authorizes  the 
PUC  General  Manager  to  solicit  proposals  from  qualified  consulting  firms  for  a  contract 
of  up  to  four  years  to  provide  as-needed  consulting  services  to  support  Hetch  Hetchy/ 
Bureau  of  Energy  Conservation  programs. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  nf  FEBRUARY  2  8  1995 


Secretary.  Public  Utilities  Commission 


PUBl-  .,     J ILITIES  COMMISSION 

crTY  AND  COUNTY  OF  SAN  FAANCISCO 

RESOLUTION  No.  95-0028 


WHEREAS,  The  San  Francisco  Water  Department  and  East  Bay  Regional  Park  District 
share  a  commitment  to  protection  of  natural  resources  and  water  quality  in  the  East  Bay;  and, 

WHEREAS,  East  Bay  Regional  Park  District  leases  some  land  from  the  San  Francisco 
Water  Department,  owns  additional  property  in  the  watershed  of  City  reservoirs,  and  shares  many 
of  the  Department's  concerns  in  such  areas  as  security  and  fire  prevention;  feral  pig  control;  cattie 
grazing  practices;  fisheries;  and  watershed  management;  and, 

WHEREAS,  Staff  of  the  San  Francisco  Water  Department  and  the  East  Bay  Regional  Park 
District  have  formed  a  SFWD/EBRPD  Interagency  Coordination  Committee  which  meets  periodically 
to  discuss  topics  of  common  interest;  and, 

WHEREAS,  Implementation  of  plans  resulting  from  these  discussions  sometimes  require 
policy  direction  or  the  approval  of  funding  by  the  San  Francisco  Public  Utilities  Commission;  and. 

WHEREAS,  It  would  be  beneficial  for  a  representative  of  the  San  Francisco  Public  Utilities 
Commission  to  participate  in  these  discussions  and  keep  the  Commission  informed  on  issues  as 
they  arise;  now,  therefore,  be  it 

RESOLVED,  That  the  President  of  the  San  Francisco  Public  Utilities  Commission  is 
authorized  to  designate  a  member  or  members  of  the  Public  Utilities  Commission  to  participate  in 
the  activities  of  the  SFWD/EBRPD  Interagency  Coordination  Committee,  insure  that  the  activities  of 
the  Committee  are  consistent  with  policy  direction  set  by  the  Commission,  and  keep  the  Commission 
Informed  of  all  activities  of  the  Committee  which  may  require  policy  guidance  or  funding  support. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  .f  FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Commission 


cm  ANU  CUUNI  I  OF  SAN  FRANU;;cu 


RESOLUTION  No.  5-0029 


WHEREAS,  Pursuant  to  PUC  Resolution  No.  95-0005  adopted  on  January  10,  1995, 
authorizing  call  for  bids  for  Water  Department  Contract  WD-2117.  8-Inch  Ductile  Iron  Main 
Installation  in  Grant  Avenue  between  Sutter  Street  and  Columbus  Avenue,  and  Sewer  Main 
Replacement  in  Grant  Avenue  between  Washington  Street  and  Clay  Street,  said  contract  was  officially 
advertised  on  January  12,  1995,  and  three  bids  were  received  on  February  10,  1995,  and 


WHEREAS,  The  bids  have  been  evaluated  and  the  low  bid  submitted  by  Shaw  Pipeline.  Inc., 
in  the  bid  amount  of  $676,465.00,  was  deemed  by  staff  to  be  the  lowest  responsive  bid,  now, 
therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water  Department  Contract 
WD-21 17,  8-  Inch  Ductile  Iron  Main  Installation  in  Grant  Avenue  between  Sutter  Street  and  Columbus 
Avenue  and  Sewer  Main  Replacement  between  Washington  Street  and  Clay  Street  to  the  low  bidder, 
Shaw  Pipeline,  inc.,  5  Thomas  Mellon  Circle,  San  Francisco,  CA  94134  in  the  amount  of 
$676,465.00. 


/  hereby  certify  that  the  foregoing  resolution  loas  adopted  by  the  Public  Utilities  Commission 

at  its  m..Hn,.f          FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Commission 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 


95-0030 

RESOLUTION  Na  

WHEREAS,  The  Public  Utilities  Commission  has  jurisdiction  over  certain  City 
properties  used  for  Water  Department  purposes; 

WHEREAS,  The  Public  UtiHties  Commission  has  the  exclusive  power  to  issue 
revocable  permits  to  third  parties  for  the  use  of  water  department  lands; 

WHEREAS.  Metropolitan  Fiber  Systems  of  California,  Inc.  has  received  to  date 
three  revocable  permits  from  the  Water  Department  for  installation  of  underground  fiber 
optic  cables  denominated  as  TCS-167-93  issued  on  March  24,  1994,  TCS-168-94  issued  on 
September  22,  1994  and  TCS-169-94  issued  on  September  22.  1994  (collectively,  the  "Prior 
Permits"); 

WHEREAS,  Metropolitan  Fiber  Systems  of  California,  Inc.  has  submitted 
applications  to  the  Water  Department  for  three  additional  permits  authorizing  the 
installation  of  underground  fiber  optic  cables  on  certain  water  Department  lands  located  in 
Santa  Clara  and  San  Mateo  counties  (collectively,  the  "Additional  Permits"); 

WHEREAS,  The  City's  Office  of  Environmental  Review  has  determined  that  the 
Projects  are  within  Section  15061(b)(3)  of  the  State  Guidelines  regarding  General  Rule 
Exclusions  for  installation  of  utilities;  now  therefore  be  it 

RESOLVED,  The  issuance  of  Permit  TCS-171-94.  Permit  TCS-172-94  and  Permit 
TCS-173-94,  the  additional  permits  requested  by  MFS,  is  hereby  authorized  and  be  it; 

FURTHER  RESOLVED,  That  the  issuance  of  the  Additional  Permits  shall  be 
conditioned  upon  the  cancellation  of  the  Prior  Permits  and  the  execution  and  acceptance 
by  Metropolitan  Fiber  Systems  of  California.  Inc.  of  permits  in  substantially  the  form  as  the 
Additional  Permits  in  lieu  of  the  Prior  Permits  within  ninety  (90)  days  hereof;  and  be  it 

FURTHER  RESOLVED,  The  General  Manger  of  Utilities  or  his  designatee  is 
hereby  authorized  in  the  name  of  and  on  behalf  of  the  City  to  execute  and  deliver  the 
Permits. 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeUn,  nf  FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSIOrl 

CITV  ANO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0031 


WHEREAS,  the  Public  Utilities  Commission  has  jurisdiction  over  certain 
City  properties  used  for  Water  Department  purposes;  and 

WHEREAS,  the  Public  Utilities  Commission  has  the  exclusive  power  to 
issue  revocable  permits  to  third  parties  for  the  use  of  water 
department  lands;  and 

WHEREAS,  the  Santa  Clara  Valley  Water  District  (SCVWD)  is  in  need  to 
modify  the  channels  of  Coyote  Creek  to  accommodate  their  planned  flood 
control  work;  and 

WHEREAS,  the  City's  existing  Bay  Division  Pipeline  (BDPL)  Nos.  3  and 
4  are  constructed  under  the  channel  in  a  right-of-way  owned  by  the 
City;  and 

WHEREAS,  under  Revocable  Permit  GEN- 19 3 0-94 ,  the  Public  Utilities 
Commission  will  allow  SCVWD  to  add  earth  levees  for  channel  widening 
and  to  encase  the  BDPL  Nos.  3  and  4  to  withstand  the  additional 
loading  of  the  levee;  and 

WHEREAS,  the  SCVWD  is  the  lead  agency  for  environmental  review  on  the 
overall  flood  control  project  and  certified  a  final  Environmental 
Impact  Report  for  the  overall  project  on  October  30,    1984;  and 

WHEREAS,  all  the  work  will  be  completed  at  no  cost  to  the  City  and  a 
fee  of  $34,300  will  be  paid  by  the  SCVWD  to  the  City  for  construction 
inspection  and  permit  review  costs,   therefore  be  it 

RESOLVED,  That  the  issuance  of  Revocable  Permit  GEN-1930-94  is  hereby 
authorized;  and  be  it 

FURTHER  RESOLVED,  That  the  General  Manager  of  Utilities  or  his 
designatee  is  authorized  in  the  name  be  it  on  behalf  of  the  City  to 
execute  and  deliver  this  permit;  and  be  it 

FURTHER  RESOLVED,  That  the  Commission  finds  that  there  are  no  further 
mitigation  measures  or  feasible  alternatives  within  the  power  of  the 
City  and  County  of  San  Francisco  that  could  further  reduce  potential 
environmental  impacts  of  this  project. 


/  hereby  certify  Chat  the  foregoing  resolution  u-as  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  ComnWssion 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTV  OF  S*N  FRANCISCr. 

RESOLUTION  No.  95-0032 


WHEREAS.  The  San  Francisco  Water  Department  has  a  continuing  need  to  repair  streets  and 
sidewalks  where  excavations  are  made  by  Water  Department  forces  to  install  services,  repair  leaks  and 
water  main  breaks,  and  damage  to  streets  and  sidewalks  resulting  from  water  main  leaks  and  breaks* 
and 

WHEREAS,  The  San  Francisco  Water  Department  has  been  awarding  contracts  to  paving 
contractors  on  an  annual  basis  to  have  the  street  and  sidewalk  repairs  made  as  being  the  most 
economical  and  effective  method  for  havmg  this  work  done;  and 

WHEREAS,  This  work  falls  within  the  definition  of  projects  that  are  categorically  exempt 
under  Class  1(b)  of  the  State  Guidelines  implementing  the  California  Environmental  Quality  Act;  and 

WHEREAS.  The  work  under  the  contract  which  is  the  subject  of  this  resolution  has  been 
determmed  by  the  Department  of  City  Planning  to  be  exempt  as  a  Class  1(b)  project  under  the  State 
Guidelines  implementing  the  California  Environmental  Quality  Act;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  the  final  plans  and  specifications  for  and 
authorizes  bid  call  for  San  Francisco  Water  Department  Contract  WD-2I89,  Repaving  of  Street  and 
Sidewalk  Openings  for  the  San  Francisco  Water  Department  for  the  Fiscal  Year  Ending  June  30.  1996. 


/  hereby  certify  that  the  foregoing  resolution  nus  adopted  by  the  Public  Utilities  Commission 

,  FEBRUARY  2  8 1995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLrC  UTILITIES  COMMISSIOKT 

CIT>  AND  COUNTY  OF  SAN  FRANCISCO 

95-0033 

RESOLUTION  Na   


RESOLVED,  that  this  CoTtimission  accepts  the  work  as  performed  under 
San  Francisco  Water  Department  Contract  No.  91-517,  AUTOCAD 
Professional  Services,  and  authorizes  final  payment  in  the  amount 
of  $7,146.21  to  the  Consultant,  ARCUS  Architecture  and  Planning. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

atUsmeeUnsof.  FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Commission 


OF  r-,AN  I^MUCIF.'.  11 

95-0034 


cm-  AND  COUNJT  OF  r-AN  I^MtiCiF.'. 


RESOLUTION  No. 


WHEREAS,  City  and  County  of  San  Francisco  (City)  is 
proceeding  with  its  Lower  Crystal  Springs  Dam  Abutment  Protection 
project  to  ensure  the  safety  of  the  dam;  and 

WHEREAS,  San  Mateo  County  (County)  is  proceeding  with  the 
bridge  replacement  project;  and 

WHEREAS,  the  City  and  the  County  are  proposing  to  combine  the 
two  (2)  projects  -  the  Abutment  Protection  Project  and  the  Bridge 
Replacement  Project  -  into  one  construction  project;  and 

WHEREAS,  the  County  is  responsible  for  completing  an 
environmental  study  for  the  bridge  replacement  project;  and 

WHEREAS,  City  is  responsible  for  completing  an  environmental 
study  for  the  LCSD  Abutment  Protection  project;  and 

WHEREAS,  County  has  requested  that  the  City  include  the 
environmental  study  for  the  bridge  replacement  project  with  the 
environmental  study  for  the  LCSD  Abutment  Protection  project  and 
the  County  will  reimburse  the  City  for  their  share  of  the  costs 
incurred  for  said  work;  and 

WHEREAS,  City  has  requested  that  the  County  administer  the 
construction  portion  of  the  combined  project  and  execute  a 
Memorandum  of  Understanding  (MOD)  which  states  that  the  County  and 
the  City  wil  1  execute  an  agreement  for  the  construction 
administration  of  the  combined  projects  once  the  environmental 
study  and  evaluation  are  complete;  and 

WHEREAS,  Both  parties  have  reviewed  the  Agreement  for  the 
environmental  work  and  the  MOU  for  construction  work  and  have 
considered  same;  now,  therefore  be  it 

RESOLVED,  That  this  Commission  recommends  that  the  Board  of 
Supervi sors  approve  the  environmental  study  agreement  with  San 
Mateo  County;  and  be  it  further 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager, 
Utilities  Engineering  Bureau  to  execute  the  Agreement  and  the  MOU. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

„.,v.™..„„„of         FEBRUARY  2  8  1995 

or  its  meeting  of. 


Secretary,  Public  Utilities  Comrfdssion 


PUBLIC  UTrLITIES  COMMISSION' 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTtON  Na  0035 


WHEREAS,  This  Commission,  by  Resolution  No.  94-0273  adopted 
December  31,  1994,  authorized  the  Manager  of  Utilities  Engineering 
Bureau,  to  negotiate  Amendment  No.l  for  an  amount  not-to-exceed 
$110,000  to  the  Professional  Services  Agreement  with  Hontqomerv- 
Watson  Inc. ;  and 

WHEREAS,  The  negotiated  Amendment  No.l  consists  of  Phase  II 
work  to  review  &  develop  the  Millbrae  Water  Quality  Laboratory 
Quality  Assurance/Quality  Control  Manual  and  the  Standard  Operations 
Procedures  Manual  for  an  amount  not  to  exceed  $105,927  with  a 
contract  completion  time  of  ten  (10)  months,  and  to  extend  the  Phase 
I  contract  completion  time  by  eight  (8)  months;  and 

WHEREAS.  The  cost  for  Amendment  No.l  in  the  amount  not-to- 
exceed  $105,927,  has  been  reviewed  by  an  independent  firm  who 
concluded  that  the  amount  is  reasonable;  and 

WHEREAS,  Funding  for  Amendment  No.l  in  the  amount  of  $105,927 
IS  available  from  FAMIS  Project  828-01  Hetch  Hetchy  Treatment  Plant, 
account  index  code  747657  which  will  be  transferred  to  this  FAMIS 
Project  779-01  Millbrae  WQD  Laboratory;  and 

WHEREAS,  PUC  staff  recommends  approval  of  Amendment  No.l  with 
Montgomery  Watson  Consultant,  Inc.;    now,  therefor,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager, 
Utilities  Engineering  Bureau,  to  execute  Amendment  No.l  with 
Montgomery-Watson  Inc.  for  an  amount  not-to-exceed  $105,927  and 
further  authorizes  the  transference  of  $105,927  from  FAMIS  project 
828-01  Hetch  Hetchy  Treatment  Plant  account  index  code  747667  to 
FAMIS  Project  779-01  Millbrae  WQD  Laboratory  to  fund  this  work  task. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0036 


WHEREAS,  Approximately  3850  linear  feet  of  4,  6,  and  8  inch  cast  iron  mains  installed 
between  1868  and  1877  m  Urkin  Street  between  Pine  Street  and  Pacific  Avenue,  and  in  Washington 
Street  between  Urkin  Street  and  Gough  Street  are  deteriorated  and  need  to  be  replaced,  and 

WHEREAS,  The  Public  Utilities  Commission  authorized  bid  call  for  San  Francisco  Water 
Department  Contract  No.  WD-2149,  8-Inch  Ductile  Iron  Main  Installation  m  Larkin  Street  Between 
Pine  Street  and  Pacific  Avenue  and  in  Washington  Street  between  Larkin  and  Gough  Streets  by 
Resolution  No.  94-0235  adopted  on  September  27,  1994.  under  which  Contract  the  aforementioned 
deteriorated  water  mains  will  be  replaced;  and 

WHEREAS.  Five  bids  for  San  Francisco  Water  Department  Contract  WD-2149  were  received 
and  publicly  opened  on  January  18,  1995;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water  Department  Contract 
No.  2149,  8-Inch  Ductile  Iron  Main  Installation  in  Larkin  Street  between  Pine  Street  and  Pacific 
Avenue,  and  in  Washington  Street  between  Larkin  and  Gough  Streets  in  the  amount  of  $416,710.00 
to  E.  Mitchell,  Inc.,  993  Tennessee  Street,  San  Francisco,  CA  94107,  the  lowest  responsive  bidder. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  nf        FEBRUARY  2  8  1995 


Sec  re  tary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTTf  OF  SAN  FBANCISCO 

RESOLUTION  No.        9  5     0  0  3  7 


RESOLVED,  That  this  Commission  accepts  the  work  performed 
under  San  Francisco  Water  Department  Contract  No.  WD-2115  San 
Andreas  Pipeline  Rehabilitation,  as  satisfactorily  completed 
approves  Contract  Modification  No.  2  (Final)  in  the  credit  amount 
of  $204,950.70,  approves  scope  change  to  repair  section  of  Crystal 
Springs  Pipeline  No.  3,  approves  a  time  extension  of  forty-seven 
toT^ofo^  ^^^^  authorizes  final  payment  in  the  amount  of 
521,581.24  to  the  Contractor,  A.  Ruiz  Construction  Co.  and 
Associates,  Inc.  and  Ranger  Pipelines,  Inc.,  A  Joint  Venture 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

„  FEBRUARY  2  8  1995 

at  Its  meeting  of  ,  ^ 


Secretary,  Public  Utilities  Commission 


CfTV  AND  COUNTY  OF  SAN  FRAN' 


RESOLUTION  No. 


IM1SSION 

95-0038 


WHEREAS,  The  City  and  County  of  San  Francisco  owns  certain  real  properties 
under  the  jurisdiction  of  the  San  Francisco  Water  Department  which  are  leased  to 
businesses  and  individuals;  and 

WHEREAS,  In  excess  of  50  leases  managed  by  the  PUC  Bureau  of  Finance's 
Land  Section  have  expired;  and 

WHEREAS,  The  Land  Section  has  insufficient  personnel  resources  to  eliminate 
the  backlog  of  expired  and  expiring  leases  in  a  timely  manner;  and 

WHEREAS,  The  Commission  has  requested  the  Director  of  Finance  to  obtain 
independent  property  appraisals  and  fair  market  rent  determinations  for  non-agricultural 
leases  which  have  expired  or  will  expire  during  the  current  fiscal  year;  now  be  it 

RESOLVED,  This  Commission  authorizes  the  Director  of  Finance  to  solicit  and 
execute  a  personal  sei-vices  contract  in  an  amount  not  to  exceed  $50,000  for  a  term  not 
to  exceed  six  months  for  the  performance  of  independent  property  appraisals  and  fair 
market  rent  determinations. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,         FEBRUARY  2  8  1995 

at  Its  meeting  of    


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITrES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  95-0039 

WHEREAS,  The  City  and  County  of  San  Francisco  owns  certain  real  property, 
presently  under  the  jurisdiction  of  the  San  Francisco  Water  Department,  in  Alameda 
County;  and 

WHEREAS,  Chevron  Pipeline  Company  has  constructed  and  operates  a  petroleum 
pipeline  which  traverses  the  City's  property  in  the  vicinity  of  the  San  Antonio  Reservoir;  and 

WHEREAS,  The  Water  Department  has  requested  Chevron  Pipeline  Company  to 
relocate  its  pipeline  in  order  to  reduce  potential  risks  to  the  City's  water  supply;  and 

WHEREAS,  Chevron  Pipeline  Company  has  retained  Woodward-Clyde  Consultant 
to  conduct  biological  suiveys  required  as  part  of  the  environmental  review  for  the  proposed 
pipeline  relocation  and  retention  basin  project;  and 

WHEREAS.  Woodward-Clyde  Consultant  requires  access  to  the  City's  property  from 
March  1  to  May  15,  1995  to  conduct  the  required  biological  suweys;  now  be  it 

RESOLVED.  This  Commission  hereby  approves  the  terms  and  conditions  of  a 
revocable  permit  to  be  issued  to  Woodward-Clyde  Consultants  for  the  purpose  of  conducting 
biological  surveys  on  the  City's  property  in  the  vicinity  of  the  San  Antonio  Reservoir  for  a 
period  commencing  March  1,  1995  and  ending  May  15,  1995  and  authorizes  the  General 
Manager  of  Public  Utilities  to  execute  such  permit  on  behalf  of  the  Commission. 


/  hereby  certify  that  the  foregoinfi  resoluHon  was  adopted  by  the  Public  Utilities  Commission 

^.    ,         FEBRUARY  2  8  1995 

at  Its  meeting  of  


Secretary/.  Public  Utilities  Commission 


CfTY  AND  COUNTY  OF  SAM  FRANU&CO 


RESOLUTION  No.  _  95-0040 


WHEKEAS,  under  the  authority  of  Charter  Section  3.501 
the  General  Manager,  PUC  is  authorized  to  make  Won  Civil  Servic4 
and  TQTporary  appointinents  and  rorovals  therefron  subject  to  the 
approval  of  the  PUC;  and 


WHEREAS,  such  appointinents  and  raiovals  have  been 
ordered  by  the  General  Manager,  PUC;  and 


WHEREAS,  the  General  Manager,  PUC,  has  requested 
coTtnission,  ratification  and  approval  of  such  appointments  and 
reiTovals;  now  therefore  be  it 


RESOLVED,  the  Public  Utilities  Conmission  does  hereby 
ratify  and  approve  the  Won  Civil  Sen/ice  and  Temporary 
appointments  and  removals  for  the  months  of  Novanber  and  Deconber 
1994;  and  January,  1995. 


217C-2 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,         FEBRUARY  2  8  1995 

at  Its  meeting  of  '"^-jsj 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSIoff 

cm  AND  COUNTY  OF  SAN  FRANCtSCO 


95-0041 

RESOLUirON  No. 

WHEREAS,  The  City  and  County  of  San  Francisco  has  entered  into  a  lease  for 
certain  real  property  with  EI  Camino  Driving  Range  which  expires  on  February  28,  1995; 
and 

WHEREAS,  Section  25  of  the  lease  provides  for  a  month  to  month  hold  over  at 
treble  rent;  and 

WHEREAS,  Although  the  lessee  did  provide  timely  notice  of  the  lessee's  desire 
to  enter  into  a  new  lease,  it  is  the  policy  of  this  Commission  to  request  competitive  bids 
except  when  the  Commission  determines  it  to  be  the  best  interest  of  the  City  to 
negotiate  with  a  single  bidder;  now  be  it 

RESOLVED,  This  Commission  does  not  consider  it  to  be  in  the  best  interest  of 
the  City  to  negotiate  with  a  single  bidder  and  directs  the  Director  of  Finance  to  solicit 
bids  for  any  appropriate  use  of  the  land  currently  leased  to  El  Camino  Driving  Range; 
and  be  it  further 

RESOLVED,  This  Commission  authorizes  the  waiving  of  treble  rent  during  the 
hold  over  period  and  instructs  the  Director  of  Finance  to  calculate  the  rent  in 
accordance  with  Section  3  of  the  lease  until  such  time  as  the  lease  is  terminated. 


WHI.:bJ 

a:\laWB2\camIno 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of         FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Comrmssion 


PUBLIC  UTILITIES  COMMISSION 

cm  AND  COUNTl'  OF  SAN  FRANCISCO 


RESOLUTION  No.  95-0042 

WHEREAS,  The  City  and  County  of  San  Francisco  has  entered  into  a  lease  for 
certain  real  property  with  Van  Van  Vo  doing  business  as  New  Long  Fish  Company;  and 

WHEREAS,  That  lease  expires  on  November  30,  1994  unless  the  lessee  requests  and 
the  City  grants  a  five  year  option  to  extend  the  term  of  the  lease  in  accordance  with  Section 
2  of  the  lease;  and 

WHEREAS,  Section  27  of  the  lease  provides  for  a  month  to  month  holdover  at 
treble  rent;  and 

WHEREAS,  The  lessee  did  provide  timely  notice  of  his  intent  to  request  an 
extension  of  the  lease  in  accordance  with  Section  2  of  lease;  and 

WHEREAS,  Section  2  of  the  lease  requires  the  City  to  make  certain  determinations 
pnor  to  granting  an  extension  of  the  term  of  the  lease  and  requires  the  City  and  the  lessee 
to  mutually  agree  on  a  new  annual  rent;  now  be  it 

RESOLVED,  This  Commission  authorizes  waiving  of  treble  rent  up  to  and  including 
April,  1995  to  provide  time  for  the  City  and  the  lessee  to  conduct  negotiations  of  a  new 
annual  rent  and  instructs  the  Director  of  Finance  to  calculate  the  rent  during  the 
aforemention  period  in  accordance  with  Section  3  of  the  lease 


VVHL:bJ 
a:\lawi2Vvanvan 


/  hereby  certify  that  the Jore  going  Resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of  FEBRUARY  2  8  1995 


Secretary,  Public  Utilities  Cdhmission 


NOTICE  OF  EXECUTIVE  SESSION 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

March  14,  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 


Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  cases: 


CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b): 

(1)  Anticipated  Litigation:         As  Defendant 

Regarding  Progressive  Pacific  Construction  and  Development  Co..  Contractor 
on  WP-04,  Tuolumne  Meadows  Sewer  Rehabilitation.  Phase  I  -  Campgrounds 
"A",  "C",  and  "D". 

(2)  Anticipated  Litigation:         As  Plaintiff 

Regarding  Hetch  Hetchy  bid  to  provide  power  to  The  Presidio. 

(3)  Anticipated  Litigation:         As  Defendant 

Regarding  Water  Department  Property  located  on  Bemal  Avenue  at  1-680.  in 
Alameda  County. 

(4)  Anticipated  Litigation;         As  Defendant 

Regarding  all  expired  Water  Department  leases. 


Notice  of  Executive  Session  March  14,  1995 
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CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR  -  Pursuant  to  Government 
Code  Section  54956.8: 

(5)  Property:       Approximately  8  miles  of  Chevron  pipeline  across  San  Francisco  Water 

Department  watershed  lands  in  Alameda  County. 

Negotiating  parties: 

Water  Department:    John  P.  Mullane 
Lessee:  Chevron 

Under  Negotiation:    Both  price  and  terms  of  lease. 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b): 

(6)  Existing  Litigation: 

Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 

In  the  event  this  Special  Meeting  has  not  concluded  before  the  stan  of  the  regularly 
scheduled  meeting,  this  meeting  will  resume  immediately  following  the  Regular  Meeting. 


Romaine  A.  Boldndge 
Secretary 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


Frank  M.  Jordan 
MAYOR 


REGULAR  MEETING 

March  14,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 

Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Mo  ran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-43 


Call  to  Order: 


2:30  p.m. 


Present:  President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Normandy,  the 
Minutes  of  the  Special  Meeting  of  January  31,1 995,  and  the  Minutes  of  the  Regular 
Meetings  of  February  14,  1995  and  February  28,  1995  were  approved. 


RESOLUTION 
NO. 


On  motion  of  Commissioner  Salma,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0043  GM       Notifying  the  public  of  the  intent  to  hold  a  hearing  to 

determine  the  City's  position  regarding  alleged  violations  by 
Progressive  Pacific  Construction  and  Development  Co.,  in  the 
performance  of  contract  WP-04,  General  Construction  of  the 
Tuolumne  Meadows  Sewer  Rehabilitation  Project;  and 
appointing  Richard  E.  Brandt,  Manager  of  Utilities  Engineering 
Bureau,  to  conduct  said  hearing. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0044  WD       Adopting  the  San  Francisco  Water  Department  Right-of-Way 

Protection  Program. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-44 


On  motion  of  Commissioner  Otsea,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 


95-0045  HH        Confirming  that  an  emergency  condition  exists,  in  accordance 

with  Administrative  Code  Section  6.30,  on  the  access  road  to 
Hatch  Hetchy  facilities  at  Early  Intake,  California,  and 
requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the  amount  of 
$815,000  for  emergency  measures  to  stabilize  the  roadway. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Otsea,  seconded  by 
Commissioner  Normandy,  the  following  resolution  was 
adopted: 

95-0046  SP        Authorizing  the  General  Manager  of  the  San  Francisco  Water 

Department  to  execute  Contract  Amendment  #2  to  the 
professional  service  agreement  with  CH2M  Hill/AGS 
Association  to  develop  a  Groundwater  Master  Plan,  increasing 
the  contract  amount  by  $1,000,000  and  extending  the  term 
of  the  contract  to  November  1996. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0047  UEB      Authorizing  the  Manager  of  Utilities  Engineering  Bureau  to 

execute  Amendment  No.  1  to  the  agreement  with  the 
Association  of  Camp  Dresser  &  McKee  Inc.,  AGS,  Inc.,  and 
F.E.  Jordan  Associates,  Inc.  to  provide  engineering  services 
for  the  Hetch  Hetchy  Water  Treatment  Project,  extending  the 
term  of  the  contract  to  September  26,  1996  at  no  additional 
cost. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


*********************** 


95-45 


ANIMO  UN  CEMENT  OF  EXECUTIVE  SESSION 


Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Public  Utilities 
Commission  met  in  closed  session  on  February  28,  1995  from  4:10  p.m.  to  4:30  p.m. 
and  took  no  action  in  the  case  of  Federal  Energy  Regulatory  Commission  (FERC), 
Project  No.  2299. 

The  Commission  met  in  closed  session  before  today's  regular  meeting,  from  12:30 
p.m.  to  2:20  p.m.,  and  conferred  with  legal  counsel  regarding  the  following  subject 
matters:  (1)  Progressive  Pacific  Construction  and  Development  Co.;  (2)  Hetch  Hetchy 
bid  to  provide  power  to  The  Presidio;  (3)  Water  Department  Property  located  on  Bernal 
Avenue  at  1-680,  in  Alameda  County;  (4)  All  expired  Water  Department  leases;  and  (5) 
Federal  Energy  Regulatory  Commission  (FERC)  Project  No.  2299.  The  Commission 
also  conferred  with  real  property  negotiators  regarding  the  lease  of  approximately 
eight  mites  of  Water  Department  property  for  a  Chevron  pipeline  across  watershed 
lands  in  Alameda  County.  No  action  was  taken  by  the  Commission  on  any  of  these 
cases. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Otsea,  the 
Commission  voted  unanimously  not  to  disclose  the  discussion  during  either  executive 
session. 


INTRODUCTION  OF  OLD  BUSINESS  BY  COMIVIISSIONERS 

President  Miller  announced  the  designation  of  Commissioner  Marion  E.  Otsea,  as  the 
member  of  the  Public  Utilities  Commission  who  would  serve  on  the  San  Francisco 
Water  Department/East  Bay  Regional  Park  District  (SFWD/EBRPD)  Interagency 
Coordination  Committee. 


GENERAL  MANAGER'S  REPORT 

Snow  Conditions 

Anson  B.  Moran,  General  Manager  of  Public  Utilities,  handed  out  graphs  showing 
snow  pack  conditions  at  monitoring  locations  near  the  watershed.  Mr.  Moran  stated 
that  runoffs  this  year  will  be  above  normal  and  that  all  our  reservoirs  will  be  full  and 
spilling.  He  expressed  concern  about  management  of  water  as  it  runs  off  and  in 
keeping  the  river  in  control,  as  much  as  we  can,  by  controlling  the  rate  at  which  water 
is  released  from  our  facilities. 
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Harry  W.  Tracy  Water  Treatment  Plant 

Richard  Brandt,  Manager  of  Utilities  Engineering  Bureau,  reported  that  an  electrical 
surge  occurred  at  the  Harry  Tracy  Water  Treatment  Plant  on  Thursday,  March  9, 
1995.   Mr.  Brandt  said  a  surge  arrester  blew  out  and  started  a  fire  in  the  power 
building.  The  cause  of  the  incident  is  unknown  and  is  still  being  investigated.  He 
stated  that  the  plant  was  now  operating  at  full  capacity. 

John  P.  Mullane,  General  Manager,  San  Francisco  Water  Department,  reported  on  the 
problems  of  turbidity  in  the  water  from  the  Hetch  Hetchy  aqueduct.  Staff  also  found 
pH  problems  when  treating  Hetchy  water.  The  Water  Department  is  discussing  this 
matter  with  the  California  Department  of  Health  Services  to  determine  whether  the 
City  was  in  violation  of  turbidity  standards.  Staff  will  provide  an  analysis  to  the 
Commission  of  long  and  short  term  solutions  to  the  problem  and  how  to  prevent  it 
from  recurring. 

Water  Conservation  Retrofit  Program 

Mr.  Mullane  reported  on  the  status  of  the  Water  Conservation  Retrofit  Program  and 
the  Toilet  Rebate  Program.  The  department  received  136,000  affidavits  in  compliance 
with  the  water  conservation  retrofit  program  or  86%  of  total  customers.  They 
received  16,000  requests  for  toilet  rebates;  72%  of  which  came  from  single  family 
residential  units  and  28%  from  multi  family  units. 


Resolution  No.  95-0044:  Adopting  the  San  Francisco  Water  Department  Right-of-way 
Protection  Program. 

Cheryl  T.  Davis,  Manager,  Water  Supply  &  Treatment  Division,  San  Francisco  Water 
Department,  gave  a  presentation  regarding  the  right-of-way  protection  program.  Ms. 
Davis  discussed  the  problems  the  department  encounters  in  trying  to  maintain  and  protect 
the  Water  Department's  right  of  ways  and  the  lack  of  staff  dedicated  to  do  the  job. 
President  Miller  suggested  using  a  helicopter  to  monitor  the  right  of  way.  Commissioner 
Werbe  recommended  taking  aerial  photographs  of  the  right  of  way.  The  aerial  photos  can 
then  be  overlaid  with  a  map  of  the  right  of  ways.  He  added  that  staff  needs  to  identify 
all  permits  and  leases  that  are  in  the  right  of  way. 

Commissioner  Werbe  suggested  that  in  order  to  eliminate  problems  of  vegetation 
management,  a  plan  should  be  developed  to  improve  the  soil  conditions  and  repface  grass 
with  drought  and  fire  resistant  ground  covers.  He  suggested  developing  the  cost  data 
for  a  5  or  10  year  plan. 

Commissioner  Normandy  suggested  that  there  be  permanent  staff  responsible  for 
implementing  the  right  of  way  protection  program. 
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Virginia  Conway,  member  of  the  California  Native  Plant  Socrety,  suggested  contacting 
the  society  to  seek  advice  on  the  types  of  plants  suitable  for  right  of  way  areas. 
Commissioner  Otsea  directed  staff  to  seek  assistance  from  the  society. 


The  Commission  adopted  Resolution  No.  95-0044  unanimously. 

Resolution  No.  95-0046:  Authorizing  the  General  Manager  of  the  San  Francisco  Water 
Department  to  execute  Contract  Amendment  #2  to  the  professional  service  agreement 
with  CH2M  Hill/AGS  Association  to  develop  a  Groundwater  Master  Plan. 

Christine  A.  Morioka,  Water  Resource  and  Planning  Manager,  Systems  Planning  and 
Regulatory  Compliance,  Public  Utilities  Commission,  explained  that  the  contract  with 
CH2M  Hill/AGS  Association  was  being  amended  due  to  the  need  to  modify  the  scope  of 
work.  The  scope  of  work  was  modified:  to  consider  the  requirement  to  prepare  a 
programmatic  Environmental  Impact  Report;  to  do  a  technical  baseline  study  of  the  Lobos 
Creek  Basin  that  would  be  shared  with  the  National  Park  Service  at  the  Presidio;  and  to 
obtain  the  approval  of  the  Board  of  Supervisors  to  extend  completion  of  the  non  potable 
water  master  plan  to  November  1996. 

Ms.  Morioka  pointed  out  that  funding  for  the  Groundwater  Master  Plan  project  is 
appropriated  for  each  fiscal  year.  The  request  for  $1,000,000  before  the  Commission 
is  the  third  appropriation  of  funds. 

Commissioner  Werbe  asked  whether  staff  is  aware  of  wells  that  have  been  constructed 
in  the  City  by  developers  to  save  water  or  to  get  cool  water  for  their  cooling  towers.  Ms. 
Morioka  responded  that  there  is  a  list  of  wells  constructed  for  which  permits  have  been 
obtained  from  the  Department  of  Public  Health  but  it  may  not  be  adequate.  She  said  that 
there  was  concern  from  city  agencies  to  have  better  control  of  well  construction  and 
operation. 

The  Commission  adopted  Resolution  No.  95-0046  unanimously. 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:  4:20  P.M. 


iUmiUrdbU  --IMC 

Romaine  A.  Boldridge 
Secretary 
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Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


95-0043 


WHEREAS,  The  staff  of  the  Public  Utilities  Commission  intends  to  hold 
a  hearing  pursuant  to  its  authority  under  California  Labor  Code  §  1776,  Public 
Contract  Code  §§  4100,  et.  seq..  San  Francisco  Administrative  Code  Chapter 
12D  and  Administrative  Code  §§  6.40,  6.42,  6.50  and  6.52.  to  determine  the 
City's  position  with  regard  to  alleged  violations  by  Progressive  Pacific 
Construction  and  Development  Co.  in  the  performance  of  contract  WP-04, 
general  construction  of  the  Tuolumne  Meadows  Sewer  Rehabilitation  project;  and 

WHEREAS,  The  staff  recommends  that  Richard  E.  Brandt.  Manager, 
Utilities  Engineering  Bureau,  conduct  said  hearing  on  Friday,  March  24,  1995  at 
2:00  p.m.  in  the  Main  Conference  Room  402,  1155  Market  Street,  San 
Francisco,  California  94103;  now,  therefore,  be  it 

RESOLVED.  That  the  Public  Utilities  Commission  hereby  notifies  the 
public  of  its  intention  to  hold  said  hearing,  and  invites  all  interested  parties  to 
attend;  and  be  it  further 

RESOLVED,  That  the  Commission  appoints  Richard  E.  Brandt  to  conduct 
said  hearing. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

t;n,.Hn.nf  MARCH  141995 

at  its  meeting  of . 


CfTV  ANO  COUfm  OF  SAN  FRANrisrCi 


n^.uT,o..o  95-0044 


WHEREAS,  the  San  Francisco  Water  Department  (SFWD)  has 
approximately  one  hundred  and  thirty  eight  (138)  miles  of  rights- 
of-way  (ROW)  in  the  counties  of  San  Mateo,  Santa  Clara,  and  Alameda 
within  which  lie  the  water  supply  pipelines,  structures,  and 
appurtenances ;  and , 


WHEREAS,  the  SFWD  requires  clear  access  into  the  ROW  to  inspect, 
monitor,  take  measurements,  operate,  repair,  and  perform 
maintenance  on  the  pipelines,   structures,  and  appurtenances;  and, 


WHEREAS,  the  SFWD  also  needs  to  manage  the  vegetation  in  the  ROW  to 
prevent  the  development  of  fire  ladders  and  the  growth  of  trees 
whose  roots  endanger  the  protective  coating  on  the  pipelines, 
thereby  resulting  in  corrosion  damage  and  costly  repairs;  and, 


WHEREAS,  the  ROW  is  continually  subject  to  encroachments  and 
unauthorized  uses  by  adjacent  property  owners  and  the  public  as  a 
result  of  urban  growth  and  its  accessibility  to  the  general 
population;  and. 


WHEREAS,  these  encroachments  and  unauthorized  uses  are  obstacles  to 
the  performance  of  SFWD  work  to  inspect,  monitor,  take 
measurements,  operate,  repair,  and  maintain  the  water  supply 
pipelines;  and, 


WHEREAS,  these  encroachments  and  unauthorized  uses  can  result  in 
liabilities  to  the  SFWD  and  the  City  and  County  of  San  Francisco; 
and , 


WHEREAS,  these  encroachments  and  unauthorized  uses  could  endanger 
the  structural  integrity  of  the  water  supply  lines  by  imposing 
excessive  loads  or  causing  corrosion  damage;  and. 


WHEREAS,  an  environmental  review  will  not  be  required  for  the 
proposed  Right-of-Way  Protection  Program;  but,  that  environmental 
review  may  be  required  for  individual  actions  to  implement  the 
Program  and  shall  be  processed  as  they  arise;  and. 


WHEREAS,  the  funding  for  the  proposed  Program  is  currently 
incorporated  within  existing  operating  budget  items  or  CIP 
projects;  but,  which  may  be  proposed  for  funding  as  a  separate  item 
in  future  budget  requests;  now,   therefore  be  it 


RESOLVED,  That  this  Commission  hereby  supports  the  SFWD  in  the 
implementation  of  the  attached  Right-of-Way  Protection  Program. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MARCH  141995 


at  its  meeting  of . 


Secretary,  Public  Utilities  Commission 


Right-of-Way  Protection  Program 


A.  Background 

The  Water  Supply  and  Treatment  Division  maintains  approximately  138  miles  of 
pipeline  rights-of-way  (ROW)  within  San  Mateo,  Santa  Clara,  and  Alameda  counties. 
In  most  cases,  the  property  traversed  by  the  major  pipelines  is  owned  by  the  Water 
Department.  In  some  cases,  the  Department  has  an  easement  but  does  not  own  the 
land. 

From  the  Department's  perspective,  it  is  vital  to  protect  transmission  facilities  from 
damage,  and  maintain  ready  access  for  maintenance  and  repair.  This  limits  the 
overlying  uses  which  can  be  allowed  on  the  hght-of-way.  Any  use  recommended  by 
the  Department  and  approved  by  the  Public  Utilities  Commission  must  demonstrate 
benefits  and/or  revenue  opportunities  without  compromising  the  Departments  primary 
functions  of  water  supply  and  treatment. 

Histohcally.  most  transmission  lines  ran  through  sparsely  populated  areas  However, 
as  population  has  grown,  a  number  of  problems  have  developed: 

■  Inadequate  vegetation  management  has  resulted  in  growth  of  trees  whose  roots 
threaten  the  transmission  lines. 

■  The  ROW  has  become  a  dumping-ground  for  individuals  desiring  cheap  disposal 
of  unwanted  goods  and  chemicals. 

■  Fences  have  been  installed  which  impair  SFWD  access  to  pipelines  for 
maintenance  and  repair. 

■  Encroachments  have  occurred  where  phvate  buildings  and/or  parts  of  private 
facilities  extend  into  the  ROW. 

■  Unauthorized  uses  have  developed  (e.g.,  use  of  the  ROW  for  unauthorized 
vehicular  traffic)  which  represent  a  legal  and  financial  liability  to  the  City. 

B.  Program  in  Process 

Because  of  the  range  of  issues  involved  in  maintenance  and  protection  of  the  ROW, 
a  Right-of-Way  Committee  meets  monthly  to  coordinate  and  plan  activities  In  this 
area.  This  Committee  includes  staff  members  from  both  Millbrae  and  Sunol 
Operations  and  Maintenance;  Watershed  Management;  Land  Engineenng  and 
Surveys;  Corrosion  Control;  SFWD's  Environmental  and  Regulatory  Affairs  Unit;  and 
the  Land  Section.  This  Committee  has  developed  and  is  implementing  the  projects 
described  below  which,  taken  collectively,  make  up  the  ROW  program: 
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1.  Problem  Identification  and  Resolution 

Because  of  the  length  of  the  ROW,  the  task  of  identifying  problems  is 
considerable.  Time  Is  of  the  essence  in  addressing  problems  before  their 
resolution  becomes  difficult  and/or  expensive  (e.g.  unauthorized  construction  and 
garbage  dumping). 

Therefore,  a  reporting  form  was  developed  to  tap  the  diverse  groups  and 
individuals  who  regularly  travel  through  the  ROWduhng  the  performance  of  their 
duties  (e.g.,  operations  and  maintenance  staff).  The  "Right-of-Way  Report"  has 
been  distributed  to  these  groups/individuals  to  enable  them  to  identify  and  report 
problems  they  observe  in  the  ROW.  The  report  provides  for  a  descnption  of  the 
problem  (including  photographs  when  needed),  recordation  of  its  location  in  ways 
which  are  recognizable  to  different  action  groups,  and  the  collection  of  adequate 
information  to  begin  the  process  of  correcting  the  problem.  Samples  of  forms 
reporting  vahous  types  of  encroachments  found  in  the  ROW  are  attached. 

Information  on  the  ROW  Report  is  entered  into  a  computer  database  so  that  the 
information  can  be  analyzed,  and  progress  can  be  tracked.  Encroachments,  trees, 
and  trespasses  are  sorted  separately  so  that  specific  procedures  for  resolution  can 
be  set  in  motion.  Information  is  collected  on  who  is  assigned  the  problem  and 
what  is  being  done.  Completion  dates  are  estimated  to  establish  objectives,  and 
status  is  reported  on  a  monthly  basis  to  the  Right-of-Way  Committee. 

Several  steps  have  been  defined  by  WS  &  TD  and  the  City  Attorney's  office  to 
remove  encroachments  and  unauthorized  uses  as  follows: 

a.  The  posting  of  signs  along  the  ROW  is  often  adequate  to  prevent 
encroachments  and  unauthorized  uses. 

b  Verbal  notification  of  the  trespassing  property  owner(s)  has  sometimes  been 
adequate  for  the  ROW  to  be  cleared:  when  action  is  not  taken,  a  letter  is  sent 
to  the  property  owner. 

c.  Wntten  notification  has  been  posted  and/or  mailed  to  individuals  where  multiple 
properties  are  involved. 

d  m  the  event  that  the  property  owner  does  not  respond,  the  City  Attorney's  office 
is  requested  to  assign  a  litigator  to  take  additional  action  as  needed.  This 
approach  has  been  applied  to  both  physical  encroachments  (such  as  buildings) 
but  also  inappropnate  uses  (e.g.,  use  of  undeveloped  ROW  as  a  roadway). 
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2.  Surveying  and  Replacement  of  Monuments 

A  key  aspect  of  ROW  management  is  clear  information  on  ROW  boundaries.  This 
requires  the  use  of  surveyors  and  the  placement  (or  in  some  cases  replacement)  of 
monuments.  Therefore,  the  Division  is  conducting  an  ongoing  land  survey  program 
to  replace  innumerable  monuments  which  have  been  (and  continue  to  be)  removed, 
displaced,  or  covered  by  construction  or  agricultural  activities.  As  urban  growth  has 
occurred  adjacent  to  the  ROW,  the  need  to  mark  the  location  of  the  ROW  property 
lines  has  become  more  critical.  Typically,  monuments  are  set  at  intervals  so  that 
these  property  lines  can  be  quickly  located  in  the  field.  The  correct  delineation  of  the 
ROW  is  intended  to  deter  the  constnjction  of  fences  and  other  structures  in  the  ROW. 
The  monuments  also  allow  immediate  identification  of  unauthorized  encroachments 
into  the  ROW. 

3.  Vegetation  Management 

Without  aggressive  vegetation  management,  ROW  become  overgrown  with  trees  and 
shaibs  which  impair  access  to  transmission  lines  and  can  (through  growth  of  roots  into 
lines)  damage  the  lines.  Vegetation  problems  can  develop  through  natural  causes, 
or  can  result  from  the  planting  of  inapprophate  species  on  the  ROW.  Where  trees 
have  been  planted  by  adjacent  land-owners  or  have  grown  to  full  height  and  are 
appreciated  by  adjacent  land-owners,  removal  can  be  a  controversial  task,  even  when 
the  safety  of  the  pipelines  is  at  hsk. 

Because  of  the  need  to  develop  a  uniform  approach  to  evaluating  potential  problems 
and  procedures  for  addressing  them,  the  Committee  adopted  a  Vegetation 
Management  Policy  (attached)  which  describes  (1)  limitations  on  the  types  of 
vegetation  allowed  on  the  ROW;  (2)  procedures  for  evaluating  potential  danger  to 
transmission  pipelines;  (3)  vegetation  removal  pnonties;  (4)  notification  procedures; 
and  (5)  vegetation  removal  procedures. 


4.  Fence  Removal 


Histohcally  the  Department  allowed  construction  of  fences  in  conjunction  with  its 
garden  permit  program.  Many  were  ill-constructed,  and  constituted  a  barner  to  the 
Department's  access  to  the  ROW.  Management  of  vegetation  in  the  ROW  was 
complicated  by  the  difficulty  of  working  over  and  around  them.  Additionally,  the 
Department  had  not  enforced  a  fence  standard  that  would  require  access  gates  to 
facilitate  maintenance  and  repair. 


t 
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The  deed  rights  of  property  owners  have  been  meticulously  reviewed  to  identify 
property  owners  with  deed  hghts  to  construct  fences.  PUC  is  currently  informing 
property  owners  to  remove  existing  fences  where  their  respective  deed  rights  do  not 
allow  them  and  where  these  fences  do  not  provide  a  benefit  to  the  Department. 
Property  owners  who  have  deed  rights  and  decide  to  construct  fences  will  be  provided 
with  the  attached  "Right  of  Way  Fencing  Policies  and  Specifications"  with  associated 
"Fence  Standards"  drawing. 

5.  Development  of  Geographic  Information  System 

The  Division  is  pilot  testing  a  computerized  geographic  information  system  which 
includes  information  on  (1)  survey  data;  (2)  land  engineering  permits;  (3)  ROW 
problem  reports;  (4)  parcel  numbers;  (5)  taxes;  (6)  addresses  of  pipeline 
appurtenances;  (7)  information  on  services;  and  (8)  corrosion  control,  A  table  is  also 
available  for  input  of  data  on  leases.  Data  is  currently  being  entered  on  a  six-mile 
segment  of  the  ROW,  in  order  to  test  both  the  software  and  the  approach  being  taken 
to  computerizing  the  data.  The  long-term  objective  is  to  have  all  138  miles  of  the 
ROW  mapped  on  the  CIS. 

6.  Development  of  Beneficial  Uses  of  ROW  and  of  Revenue  Opportunities 

Maintenance  of  the  ROW  (mowing,  hauling  of  refuse,  etc.)  is  a  labor-intensive  task  for 
SFWD  operations  and  maintenance  staff.  Therefore,  in  some  cases  it  benefits  the 
Department  for  an  adjacent  municipality  to  take  responsibility  for  maintenance  of  a 
portion  of  the  ROW.  For  example,  the  municipality  may  develop  and  maintain  a  park 
or  walking  trail,  with  an  agreement  which  protects  SFWD  from  liability.  The 
agreement  must  also  include  a  provision  that  the  municipality  will  not  cause  obstacles 
which  would  reduce  the  Department's  access  to  perform  repairs  on  the  pipelines  and 
appurtenances  as  needed. 

Revenue  opportunities,  where  uses  are  consistent  with  the  requirement  to  protect  and 
maintain  transmission  lines,  can  be  enhanced  as  a  result  of  a  systematic  program  for 
removing  unauthohzed  uses  from  the  ROW. 

C.  Environmental  Review 

CEQA  review  is  not  required  for  the  program.  However,  the  implementation  of  the 
program  may  require  environmental  review  for  specific  activities  such  as  the  removal 
of  large  trees  These  individual  reviews  will  be  processed  when  the  situation  anses 
Effort  is  currently  being  made  to  get  a  blanket  categoncal  exemption  for  those 
activities  which  should  be  routinely  performed. 
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D.  Funding 

The  work  in  the  projects  described  above  have  been  performed  over  the  years  by 
personnel  in  the  various  groups  represented  by  the  ROW  Committee.  The  described 
Program  provides  a  coordination  of  the  various  efforts  to  obtain  a  more  expeditious 
and  more  cost  effective  resolution  of  problems.  Thus,  the  funding  of  this  Program  is 
currently  incorporated  within  long-standing  operating  budget  items  and  CIP  projects 
as  described  below.  There  may  be  advantages  in  future  budget  requests  to  more 
specifically  identify  and  collect  these  activities  under  a  separate  operating  budget  item 
or  project. 

1  Problem  Identification  and  Resolution;  This  work  is  performed  by  all  personnel 
whose  functions  result  in  making  field  visits  to  the  ROW  and,  thus,  funding 
includes  the  operating  budget  items  and  CIP  projects  described  below, 

2.  Surveying  and  Replacement  of  Monuments:  Project  605  -  Define  ROW  &  Property 
Lines. 

3.  Vegetation  Management  :  Operating  Budget  and  Project  607  -  Watershed  Fire 
Protection  and  Erosion  Control. 

4.  Fence  Removal  :  Operating  budget. 

5.  Development  of  GIS:  Project  605  -  Define  ROW  &  Property  Lines. 

6.  Development  of  Beneficial  Uses  of  ROW  and  Revenue  Opportunities:  Operating 
Budget 


Attachments: 

Sample  Right-of-Way  Report 

Sample  Pages  from  Right-of-Way  Status  Report 

Water  Supply  &  Treatment  Division  Right-of-Way  Vegetation  Policy 

Fencing  Policies  and  Specifications 


)dc2raviAp(otKl  row 


RESOLUTION  No.  95 


WHEREAS,  As  the  result  of  heavy  rains  during  the  month  of  January  1 995,  the 
City's  access  road  to  the  Hetch  Hetchy  Facilities  at  Early  Intake  has  experienced 
localized  instability  and  slippage  along  a  stretch  of  approximately  400  feet,  and 

WHEREAS,  Sudden  failure  of  the  access  road  would  jeopardize  the  health  and 
welfare  of  the  population  and  threaten  the  continued  operation  of  the  Kirkwood  and 
Holm  powerhouses,  and 

WHEREAS,  Immediate  measures  to  stabilize  the  slope  and  make  repairs  must 
be  undertaken  to  provide  unimpeded  vehicular  access  to  the  areas  so  as  not  to 
jeopardize  the  health  and  welfare  of  the  Hetch  Hetchy  employees  and  families  in  this 
area,  and 

WHEREAS,  The  President  of  the  San  Francisco  Public  Utilities  Commission,  in 
accordance  with  Section  6.30  of  the  San  Francisco  Administrative  Code,  sent  a  letter 
dated  January  26,  1995,  to  the  Mayor,  the  Controller,  and  the  Board  of  Supervisors 
declaring  that  an  emergency  condition  exists  and  requesting  approval  to  waive  the 
usual  contractual  methods  to  allow  Hetch  Hetchy  Water  and  Power  to  perform  the 
essential  work  as  expeditiously  as  possible,  and 

WHEREAS,  Contractors  who  specialize  in  slope  stabilization  were  invited  to 
inspect  the  site  and  to  submit  proposals  for  design-build  methods  they  would  use  to 
stabilize  the  slope,  and 

WHEREAS,  Of  the  proposals  received,  two  alternative  proposals  were  deemed 
by  the  City's  engineers  to  be  of  merit,  and  cost  proposals  were  obtained  from  the  two 
contractors,  and 

WHEREAS,  Based  on  the  difference  in  cost  and  the  expected  final  results,  the 
decision  was  made  to  use  the  less  expensive  of  the  two  alternative  methods,  and 

WHEREAS,  Funding  is  available  in  Hetch  Hetchy's  unappropriated  fund  balance, 
now,  therefore,  be  it 

RESOLVED,  That  the  Declaration  of  Emergency  by  the  President  of  the 
Commission  on  January  26,  1995,  is  hereby  ratified;  and  be  it  further, 

RESOLVED,  That  this  Commission  hereby  requests  the  Mayor  to  recommend 
to  the  Board  of  Supervisors  a  supplemental  appropriation  in  the  amount  of  $81 5,000 
for  emergency  measures  to  stabilize  the  affected  portion  of  the  Early  Intake  Access 
Road. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MARCH  1  4  1995 


Secretary.  Public  Utilities  Commssion 


„  95-0046 

No.  


WHEREAS,  San  Francisco  Water  Department  executed  an  agreement  in 
February  of  1993  with  CH2M  Hill/AGS  Association  for  $1,000,000  to  provide 
professional  services  to  develop  a  Groundwater  Master  Plan,  and 

WHEREAS,  The  Contract  was  amended  in  Apnl  of  1994  for  $459,000  bhnging 
the  total  cost  to  $1 ,459,000;  and 

WHEREAS,  This  Contract  Amendment  #2  wilt  add  $1 .000,000  for  additional 
work  needed  and  extend  the  term  of  the  Contract  to  November  1996; 

RESOLVED,  that  this  Commission  authonze  the  General  Manager  of  the  San 
Francisco  Water  Department  to  execute  the  Contract  Amendment  #2. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MARCH      1  41995   ^  

Secretary,  Public  Utiiities  Commission 


CfTV  AHO  COUHTf  OF  SAN  FRANCISCO 


RESOLUTION  Na  . 


95-0047 


WHEREAS,  The  Utilities  Engineering  Bureau  Manager  has 
negotiated  an  Agreement  for  Phase  lA  -  Preliminary  Engineering  and 
Alternatives  Analysis,  which  will  provide  the  necessary  data  and 
analyses  necessary  for  the  City  to  select  the  most  effective 
treatment  alternative  that  meets  Federal  and  State  drinking  water 
standards  and  regulations;  and 

WHEREAS,  The  delay  in  regulatory  time  frame  for  compliance 
with  drinking  water  regulations,  additional  work  being  done  on  the 
Water  Quality  Planning  Study,  evaluation  of  Cherry  and  Eleanor 
watersheds  as  additional  Hetch  Hetchy  supply  resource  and  the 
assessment  of  potential  environmental  impacts  of  chloramine  has 
required  the  extension  of  the  contract;  and 

RESOLVED,  That  the  Commission  hereby  authorizes  the  Utilities 
Engineering  Bureau  Manager  to  execute  Amendment  No.  1  to  extend  the 
said  Professional  Services  Agreement  at  no  additional  cost  for  18 
months  to  September  26,  1995. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  MARCH    1  41995   

at  Its  meeting  of  —  ~  


Secretary.  Public  Utilities  Commission 


NOTICE  OF  EXECUTIVE  SESSION 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 


March  22,  1995 
3:00  P.M. 
1155  Market  Street,  Fourth  Floor 


Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  case: 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b): 

Existing  Litigation:    Federal  Energy  Regulatory  Commission  (FERC), 
Project  No.  2299. 


Romaine  A.  Boldridge 
Secretary 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

SPECIAL  MEETING 

March  28,  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  cases: 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b): 

(1)  Anticipated  Litigation:         As  Defendant 

Regarding  Water  Department  Property  located  on  Bemal  Avenue  at  1-680.  in 
Alameda  County. 

(2)  Anticipated  Litigation:         As  Defendant 

Regarding  all  expired  Water  Department  leases. 

(3)  Anticipated  Litigation:         As  Defendant 

Metropolitan  Fiber  Systems  of  California,  Inc.  (MFS) 

(4)  Existing  Litigation: 

Federal  Energy  Regulatory  Commission  fFERC),  Project  No.  2299. 

(5)  Anticipated  Litigation:         As  Plaintiff 

Regarding  Hetch  Hetchy  bid  to  provide  power  to  The  Presidio. 

(6)  Anticipated  Litigation:         As  Plaintiff 

To  discuss  legal  options  to  address  declining  levels  of  Lake  Merced. 

Romaine  A.  Boldridge 
Secretary 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AJVD  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

March  28,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-49 


Call  to  Order: 


2:20  p.m. 


Present:  President   Morton   Miller,   Vice   President   E.    Dennis  Normandy, 

Commissioner  Yasin  (Sal)  Salma,  Commissioner  Robert  K.  Werbe 

Excused:  Commissioner  Marion  E.  Otsea 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Salma,  the  Minutes 
of  the  Regular  Meeting  of  March  14,  1995  were  approved. 


***■»***♦*«**♦♦****■»»***** 


RESOLUTION 
NO. 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0048  GM  Authorizing  the  issuance  of  nine  revocable  permits  and  reissuance 
of  three  prior  permits  to  Metropolitan  Fiber  Systems  of  California, 
Inc.  (MPS)  for  the  purpose  of  constructing  utility  crossings  in  the 
Water  Department's  right-of-way. 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-0049  GM  Authorizing  the  General  Manager  of  Public  Utilities  to  Issue  a 
revocable  permit  to  the  United  States  Geological  Survey  (USGS)  for 
access  to  the  Peninsula  watershed  to  conduct  seismological  studies 
from  April  1,  1995  to  July  31,  1995. 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0050  UEB  Authorizing  bid  call  for  San  Francisco  Water  Department  Contract 
No.  WD-2164,  North  Airport  Pipeline  Replacement;  and  adopting 
the  mitigation  measures  and  monitoring  program  identified  in  the 
Negative  Declaration. 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 


95-50 


On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 


95-0051       BF  Designating  Tuesday,  April  25,  1995,  at  2:00  p.m.  in  Room  402, 

1155  Market  Street,  San  Francisco,  California  as  the  date,  time 
and  place  for  a  public  hearing  to  consider  proposals  for  rate 
adjustment  for  water  service  and  water  supplied  by  the  San 
Francisco  Water  Department  to  its  retail  and  wholesale  customers 
and  fee  adjustments  for  various  permits  and  services  provided  by 
the  department. 


VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


************************** 


ANNOUNCEMENT  OF  EXECUTIVE  SESSIONS 


Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Public  Utilities 
Commission  met  with  legal  counsel  in  closed  session  on  March  22,  1  995  from  3: 1 0  p.m. 
to  4:55  p.m.  and  discussed  the  case  of  Federal  Energy  Regulatory  Commission  (FERC), 
Project  No.  2299.  The  Commission  did  not  take  any  action  on  this  matter. 

The  Commission  met  in  closed  session  with  legal  counsel  before  today's  meeting  from 
12:30  p.m.  to  2:10  p.m.  and  discussed  the  following  litigation  matters:  (1)  Water 
Department  property  located  on  Bernal  Avenue  at  i-680,  in  Alameda  County;  (2)  Expired 
Water  Department  leases  with  Encabo  and  Petrocchi  Brothers;  (3)  Permits  pending  with 
Metropolitan  Fiber  Systems  of  California,  Inc.  (MFS);  and  (4)  Federal  Energy  Regulatory 
Commission  (FERC)  Project  No.  2299.  No  action  was  taken  by  the  Commission  on  any 
of  these  items. 

Commissioner  Normandy  made  a  motion,  seconded  by  Commissioner  Salma,  not  to 
disclose  the  discussion  during  either  of  the  executive  session.  The  motion  passed 
unanimously. 


95-51 


INTRODUCTION  OF  NEW  BUSINESS  BY  COMMISSI  ONERS 

Commissioner  Salma  requested  that  the  Water  Department  submit  a  list  of  employees  and 
sections  within  the  Department  that  earned  the  highest  overtime  during  the  last  year  and 
the  current  year  and  to  indicate  what  actions  the  Depaament  is  taking  to  curtail  overtime 
work.  John  P.  Mullane,  General  Manager,  Water  Department  stated  that  the  overtime 
budget  for  the  Water  Department  was  reduced  from  $1.4  million  to  $637,000  in  five 
years.  He  said  the  budget  submined  by  the  department  for  Fiscal  Year  1995-96  wa? 
reduced  by  $227,000  in  planned  overtime  and  $76,000  in  extended  workweek.  If  the 
Mayor  and  the  Board  of  Supervisors  approve  this  budget,  it  would  result  in  an  additional 
27%  reduction  in  the  Water  Department's  overtime  budget. 


GENERAL  MANAGER'S  REPORT 
Early  Intake 

Lawrence  T.  Klein,  General  Manager,  Hetch  Hetchy  Water  &  Power,  reported  that 
additional  slumpage  occurred  on  the  Early  Intake  Road  due  to  additional  rainpour.  He  said 
that  120  feet  of  the  road  needed  restraining  structures  built. 

Water  Turbidity 

Cheryl  T.  Davis,  Manager,  Water  Supply  &  Treatment  Division,  Water  Department, 
discussed  the  recent  events  at  the  Sunol  Valley  Water  Treatment  Plant  and  the  Harry  W. 
Tracy  Treatment  Plant  which  resulted  in  water  treatment  violations  at  the  plants.  Ms. 
Davis  mentioned  that  the  weather,  deficiency  of  treatment  facilities  and  deficiency  in  staff 
training  and  supervision  were  factors  that  led  to  the  water  turbidity  incidents.  She  stated 
that  training  is  currently  being  provided  on  site  to  treatment  plant  operators  regarding 
water  quality  regulations  and  water  quality  monitoring. 

Andrew  De  Graca,  Manager,  Water  Quality  Division,  Water  Department,  reported  that  the 
State  Department  of  Health  Services  (DOHS)  asked  the  Water  Department  to  notify 
suburban  customers  and  the  general  public  by  publishing  a  public  notification  in  the 
newspaper.  The  department  is  also  required  to  prepare  a  report  regarding  the  events  and 
to  develop  a  plan  addressing  the  causes  of  the  failure  and  establishing  fixes  to  them.  Mr. 
De  Graca  said  that  DOHS  expressed  concern  about  the  criteria  the  department  uses  to 
shut  down  a  Water  Treatment  Plant,  how  the  department  operates  the  Hetch  Hetchy 
aqueduct,  the  timing  of  when  to  issue  boil  orders,  coordination  between  the  Water 
Department  and  Hetch  Hetchy,  the  filtration  avoidance  issue,  and  whether  Hetch  Hetchy 
water  meets  water  standards.  A  response  is  due  to  DOHS  by  the  15th  of  April  1995. 

Steve  Leonard,  Program  Manager,  Water  Treatment  Program,  Systems  Planning  and 
Regulatory  Compliance  (SPARC),  advised  that  he  was  putting  together  a  team  of  people 
TC  make  an  independent  review  of  the  watershed  at  Priest  and  other  locations,  water 
supply  operations,  aqueduct  and  treatment  plant  operations. 


95-52 


The  Plan 


Anson  B.  Moran,  General  Manager  of  Public  Utilities,  presented  to  the  Commission,  a  copy 
of  "The  Plan",  a  compendium  of  PUC  planning  documents.  The  contents  will  be  revised 
and  updated  on  a  continuing  basis. 

PUBLIC  COWIMENTS 

David  Bertenthal  of  Reuben,  Weintraub  &  Cera,  representing  California  Book  Company, 
a  lessee  of  the  Water  Department,  requested  that  the  Commission  begin  the  renegotiation 
of  the  lease  and  urged  the  Commission  not  to  apply  the  triple  rent  provision  until  the 
negotiation  process  is  completed. 

Charles  Petrocchi,  a  Water  Department  lessee,  requested  the  Commission  to  extend  their 
lease  which  would  expire  on  March  31,  1995. 

Mr.  Bertenthal  and  Mr.  Petrocchi  were  advised  by  the  Commission  to  speak  directly  with 
staff  about  their  leases  and  to  submit  their  financial  statements  as  required. 


Resolution  No.  95-0049:  Authorizing  the  General  Manager  of  Public  Utilities  to  issue  a 
revocable  permit  to  the  United  States  Geological  Survey  (USGS)  for  access  to  the 
Peninsula  watershed  to  conduct  seismological  studies  from  April  1,  1995  to  July  31, 
1995. 

Commissioner  Werbe  requested  that  a  copy  of  the  seismological  study  be  furnished  to  the 
Commission  when  the  study  is  completed. 

The  Commission  adopted  Resolution  No.  95-0049  unanimously. 

Item  No.  (12):  Presentation  on  the  Bernal  Avenue  property  in  Alameda  County. 

The  Commission  did  not  hear  the  presentation  on  the  Bernal  Avenue  property.  However, 
a  presentation  was  made  available  immediately  after  the  meeting  to  interested  members 
of  the  public  present  at  that  time;  namely,  Norman  Rolfe  and  Kimberly  Smith  . 


***************************** 


***************************** 


THEREUPON,  THE  MEETING  WAS  ADJOURNED 


4:05  P.M. 


Romaine  A.  Boldridge 
Secretary 


95-53 


CfTV  AND  COUNTV  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0048 


WHEREAS,  The  Public  Utilities  Commission  has  jurisdiction  over  certain 
City  properties  used  for  Water  Department  purposes;  and 

WHEREAS,  The  Public  Utilities  Commission  has  the  exclusive  power  to 
issue  revocable  permits  to  third  parties  for  the  use  of  Water 
Department  lands ;  and 

WHEREAS,  The  Metropolitan  Fiber  Systems  of  California,  Inc.  (MFS)  has 
received  to  date  three  revocable  permits  from  the  Water  Department  for 
installation  of  underground  fiber  optic  cables  denominated  as  TCS-167- 
93  issued  on  March  24,  1994,  TCS-168-94  issued  on  September  22,  1994 
and  TCS-169-94  issued  on  September  22,  1994  (collectively,  the  "Prior 
Permits" ) ;  and 

WHEREAS,  Metropolitan  Fiber  Systems  of  California,  Inc.  has  submitted 
applications  to  the  Water  Department  for  nine  additional  permits 
authorizing  the  installation  of  underground  fiber  optic  cables  on 
certain  Water  Department  lands  located  in  Alameda,  Santa  Clara,  and 
San  Mateo  counties   (collectively,   the  "Additional  Permits");  and 

WHEREAS,  The  issuance  of  the  permits  reviewed  by  the  Commission  on 
2/28/95  was  conditioned  upon  the  cancellation  of  the  "Prior  Permits" 
and  the  execution  and  acceptance  by  MFS  of  the  permits  in 
substantially  the  form  as  the  permits  authorized  by  Resolution  No.  95- 
003  0;  and 

WHEREAS,  The  City's  Office  of  Environmental  Review  has  determined  that 
the  Projects  are  within  Section  15061(b)(3)  of  the  State  Guidelines 
regarding  General  Rule  Exclusions  for  installation  of  utilities;  now 
therefore  be  it 

RESOLVED,  The  issuance  of  Permits  TCS-175-94,  TCS-177-94,  TCS-178-94, 
TCS-179-94,  TCS-180-95,  TCS-181-95,  TCS-182-95,  TCS-183-95,  and  TCS- 
184-95,  the  additional  permits  reguested  by  MFS,  is  hereby  authorized; 
and  be  it 

FURTHER  RESOLVED,  That  Prior  Permits  TCS-167-93,  TCS-168-94,  and  TCS- 
169-94  are  cancelled  and  replaced  with  three  permits  denominated  as 
TCS-167-95,  TCS-168-95,  and  TCS-169-95,  which  are  in  substantially  the 
form  as  all  Permits  approved  on  February  28,  1995  to  Metropolitan 
Fiber  Systems  of  California,   Inc.;  and  be  it 

FURTHER  RESOLVED,  That  General  Manager  of  Utilities  or  his  designatee 
is  hereby  authorized  in  the  name  of  and  on  behalf  of  the  City  to 
execute  and  deliver  the  Permits. 


[VC.RES)AD8 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^.    .  MARCH    2  81995   


at  its  meeting  Oj 


PUBLIC  HMI  IMhS  {  :(  )MrVIIt>5>IUN 


RESOLUTION  No.       95~00  49 


WHEREAS,  The  Public  Utilities  Commission  has  jurisdiction  over  certain 
City  properties  used  for  Water  Department  purposes;  and 


WHEREAS,  The  Public  Utilities  Commission  has  the  exclusive  power  to 
issue  revocable  permits  to  third  parties  for  the  use  of  Water 
Department  lands;  and 


WHEREAS,  The  United  States  Geological  Survey  (USGS) ,  Office  of 
Earthquakes,  Volcanoes  and  Engineering,  Branch  of  Seismology  requests 
a  revocable  permit  for  access  to  the  San  Francisco  Water  Department 
Peninsula  Watershed  lands  to  conduct  seismological  studies;  and 


WHEREAS,  The  purpose  of  the  study  is  to  more  precisely  locate 
earthquakes  on  the  Peninsula  and  to  map  the  subsurface  structure  of 
the  major  fault  zones  in  the  Greater  San  Francisco  Bay  Area;  and 


WHEREAS,  The  Water  Department  engineering  staff  have  reviewed  the 
studies  with  respect  to  potential  affects  of  the  seismic  waves  on 
Water  Department  facilities  and  have  determined  that  there  is  no 
significant  effect;  and 


WHEREAS ,  The  Water  Department  has  determined ,  and  has  completed  a 
certification,  that  the  project  described  by  the  proposed  permit  is 
categorically  exempt  from  the  requirements  of  the  Cal if ornia 
Environmental  Quality  Act,   under  CEQA  Section  21084,   Class  6;  and 


WHEREAS,  The  City  Attorney ' s  Office  has  reviewed  the  proposed 
Revocable  Permit  GEN-1937-95  and  approved  it  as  to  form;  and 


WHEREAS,  This  Commission  has  determined  that  the  study  will  benefit 
San  Francisco  and  Bay  Area  residents  by  adding  to  the  base  of 
knowledge  and  understanding  of  earthquake  faults  in  the  region  and 
helping  to  evaluate  the  seismic  hazards  posed  by  recently  identified 
thrust  faults  on  the  northern  peninsula;   now,   therefore,   be  it 


RESOLVED,  That  this  Commission  hereby  authorizes  the  General  Manager 
of  the  Public  Utilities  Commission  to  issue  to  the  USGS  a  Revocable 
Permit  GEN-1937-95  for  access  to  the  Peninsula  Watershed  to  conduct 
seismological  studies  from  April  1,    1995,   to  July  31,  1995. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Comrriission 
at  its  meeting  of  MARCH      2  8  1995_ 


Secretary  Public  Utilities  Com^issior^ 


PUILie  iflLfflB  e8MMI§!l6U 

F  SAN  FRANCISCO 

95-0050 


CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  . 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No. 
WD-2164,  North  Airport  Pipeline  Replacement,  construction  of  24-inch 
pipeline  and  other  related  work  is  to  be  performed;  and 

WHEREAS,  The  Water  Department  has  determined,  and  has 
completed  a  certification,  that  the  work  at  site  2,  in  Southern  Alameda 
County,  is  categorically  exempt  from  the  California  Environmental  Quality 
Act  under  CEQA  Section  21084,  Class  1  &  4;  and 

WHEREAS.  Funds  are  available  for  the  North  Airport  Pipeline 
Replacement  work  at  Site  1  in  San  Bruno  in  Project  32-001-781-02- 
338491 ,  and  for  the  work  at  Site  2  in  southern  Alameda  County  in  Project 
32-891-101-01-337212;  now  therefore  be  it 

RESOLVED.  That  this  Commission,  before  acting  on  the  subject 
project,  does  hereby  certify  that  it  has  reviewed  and  considered  the 
information  contained  in  the  attached  Final  Negative  Declaration  93.002E 
issued  by  the  Department  of  City  Planning  on  September  12.  1994, 
covering  this  project;  and,  be  it  further 

RESOLVED.  That  the  mitigation  measures  and  monitoring  program 
identified  in  Negative  Declaration  93.002E  are  adopted  by  this 
Commission  and  shall  be  set  forth  in  the  terms  of  San  Francisco  Water 
Department  Contract  No.  WD-2164  to  ensure  compliance  with  and 
implementation  of  these  mitigation  measures  by  the  City's  contractor;  and. 
be  it  further 

RESOLVED,  That  this  Commission  hereby  authorizes  bid  call  for  San 
Francisco  Water  Department  Contract  No.  WD-2164,  North  Airport 
Pipeline  Replacement. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^     ,  MARCH    2  81995 

at  us  meeting  of  


Secretary.  Public  Utilities  Commiss 


PUBLIC  unUTIbS  UUMMIiiSION 

i".n"r  a,HD  LLilJfJ  I  . 


RESOLUTION  No.  ^  ^  ^  ^ 


RESOLVED  Tliat  this  Commission  hereby  designates  Tuesday,  April  25,  1995  at 
2  00  p  m  in  Room  402.  1155  Market  Street,  San  Francisco  as  the  date,  time  and  place  for 
a'  Dublic  hearing  by  the  Public  Utilities  Commission  for  considering  proposals  for  rate 
adjustment  for  water  service  and  water  supplied  by  the  San  Francisco  Water  Department 
to  its  retail  and  wholesale  customers;  and  be  it 

FURTHER  RESOLVED,  That  this  Commission  also  consider  proposals  for  fee 
adjustments  for  various  permits  and  services  provided  by  the  San  Francisco  Water 
Department;  and  be  it 

FURTHER  RESOLVED.  That  the  revenue  requirements  and  an  analysis  of  the  rate 
adjustments  and  additional  charges  be  made  available  for  public  inspection  and  rev.ew 
beginning  Monday,  April  10,  1995  at  1155  Market  Street,  San  Franc.sco. 


£:\rate.puc95 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeHng  of  ^RCH      ^  6  1995 


Secretary.  Public  Utilities  Corrffnission 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

April  3,  1995 
12:00  P.M. 
1155  Market  Street.  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  in  the  following  cases; 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(a): 

(1)  Existing  Litigation: 

Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b): 

(2)  Anticipated  Litigation:         As  Plaintiff 

Regarding  Ketch  Hetchy  bid  to  provide  power  to  The  Presidio. 

(3)  Anticipated  Litigation:         As  Plaintiff 

To  discuss  legal  options  to  address  declining  levels  of  Lake  Merced. 

Romaine  A.  Boldridge 
Secretary 


PUBLIC  UTILITIES  COMMISSION" 

CITY  AND  COtJNrr  OF  SAN  FRANCISCO 

95-0052 

RESOLUTION  No.   


WHEREAS,  The  Public  Utilities  Commission,  acting  by  and  through  the  Hetch 
Hetchy  Water  and  Power  Department,  in  August  1994,  submitted  a  bid  to  the  National  Park 
Service  to  build  a  distribution  system  for  and  to  provide  electric  power  to  the  Presidio  of  San 
Francisco;  and 

WHEREAS,  The  National  Park  Service  awarded  the  contract  to  the  Pacific  Gas  and 
Electric  Company;  and 

WHEREAS,  The  Public  Utilities  Commission  filed  a  protest  with  the  General 
Accounting  Office  objecting  to  the  contract  award;  and 

WHEREAS,  The  General  Accounting  Office  has  rejected  the  Public  Utilities 
Commission's  protest;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  determines  that  judicial 
review  of  the  bid  process  is  necessary. 


/  hereby  certify  that  the  foregoing  resolution  .as  adopted  by  the  Public  Utilities  Commission 

APRIL  31995 

at  its  meeting  of  ^^^-^  j  

~S^^,^eiary,  PublicVtilities  Commission 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

April  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  and  to  confer  with  their  negotiator: 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section  54956.9(a) 
Existing  Litigation: 

(1)  Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 

(2)  California  Trout  v.  CCSF  -    As  Defendant 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b)(c): 

(3)  Anticipated  Litigation:  As  Defendant  and  As  Plaintiff 

Regarding  Water  Department  property  located  on  Bemal  Avenue  at  1-680  in  Alameda 
County. 
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CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR  -  Pursuant  to  Government  Code 
Section  No.  54956.8: 


(4)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Moccasin  School  House,  Moccasin,  CA 
City:       Lawrence  Klein 
Lessee:    Tuolumne  County  School  District 
Both  Price  and  Terms 


(5)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Watershed  Land  in  Alameda  County  near  San  Antonio  Reservoir 
City:       William  Laws 
Lessee:    Chevron  Oil  Company 
Both  Price  and  Terras 


(6)  Property: 

Parties  Negotiating: 
Under  Negotiation: 


Portion  of  parking  lot  area 

350  Showers  Drive,  Mountain  View,  CA 

City:       William  Laws 

Lessee:    San  Antonio  Associates 

Both  Price  and  Terms 


(7)  Property: 

Parties  Negotiating: 
Under  Negotiation: 


Portion  of  parking  lot  area 

One  Great  America  Parkway,  Santa  Clara,  CA 

City:       William  Laws 

Lessee:  Redeveiopment  Agency  of  the  City  of  Santa  Clara 
Both  Price  and  Terms 


(8)  Property: 


Parties  Negotiating: 


Under  Negotiation: 


Portion  of  parking  lot  areas  for  various  properties: 

160  E.  Tasman  Dr.,  San  Jose,  CA 

Bay  Pointe  Parkway  at  North  First  Street.  San  Jose,  CA 

90  E.  Tasman  Dr.,  San  Jose,  CA 
City:       William  Laws 

Lessee:    Horizon  Asset  Management  representing  North  Pointe 

Business  Park  Associates 
Both  Price  and  Terms 


Romaine  A.  Boldridge 
Secretary 
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MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

April  11,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 

BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 

Anson  B.  Moran 
GENERAL  MANAGER 

Romaine  A.  Boldridge 
SECRETARY 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


95-54 


Present:  President   Morton    Miller,    Vice   President   E.    Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Robert  K.  Werbe 

Excused:  Commissioner  Yasin  (Sal)  Salma 


On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Werbe,  the  Minutes 
of  the  Regular  Meeting  of  March  28,  1995  were  approved. 


#«***♦*****«*«#■•*******## 

RESOLUTION 
NO. 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0053  WD       Authorizing  the  General  Manager  of  the  San  Francisco  Water 

Department  to  solicit  Request  for  Proposals  from  consulting 
firms  to  provide  professional  services  to  the  Water  Department 
in  complying  with  the  Environmental  Protection  Agency 
Information  Collection  Rule;  and  approving  the  transfer  of 
$690,000  from  Hetch  Hetchy  Water  Treatment  Project  to  this 
project. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0054  HH        Authorizing  the  General  Manager  of  Hetch  Hetchy  Water  & 

Power  to  execute  a  Cost  Sharing  Agreement  with  the  City  of 
Santa  Clara  in  connection  with  the  City  &  County  of  San 
Francisco's  participation  in  the  planning  study  for  a  transmission 
project;  and  authorizing  payment  to  the  City  of  Santa  Clara  of 
$25,000  for  CCSF's  share  of  the  total  costs  of  the  study. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 


95-55 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0055  HH        Authorizing   the    General    Manager   of   the    Public  Utilities 

Commission  to  modify  and  execute  the  Fourth  and  final 
amendment  to  the  professional  services  agreement  with  Manna 
Consultants,  Inc.,  increasing  the  contract  funding  by  $75,000 
for  a  total  contract  not  to  exceed  $445,000  and  extending  the 
term  of  the  contract  to  May  31,1  996. 

VOTE:   AYES    -    Miller,  Normandy,  Otsea,  Werbe 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-0056  UEB      Confirming  that  an  emergency  condition  exists,  in  accordance 

with  Administrative  Code  Section  6.30,  at  the  Harry  W.  Tracy 
Water  Treatment  Plant;  requesting  the  Board  of  Supervisors  to 
approve  the  expenditure  of  $100,000  for  emergency  measures 
to  correct  the  electrical  power  supply  to  the  Harry  W.  Tracy 
Water  Treatment  Plant;  and  authorizing  the  General  Manager  of 
the  San  Francisco  Water  Department  to  enter  into  a  contract 
with  General  Electric  to  make  emergency  repairs  for  an  amount 
not  to  exceed  $100,000. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0057  BF        Authorizing  the  General  Manager  of  Public  Utilities  to  sign  the 

Vesting  Tentative  Map,  Tract  6731  for  the  Water  Department's 
property  located  on  Bernal  Avenue  at  1-680  in  Alameda  County, 
as  part  of  the  development  application  submitted  to  Alameda 
County. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 
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On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Otsea,  the  following  resolution  was  adopted: 

95-0058  BMIS     Authorizing  the  General  Manager  of  Public  Utilities  to  modify  the 

contract  with  Unlimited  Access/Systems  Support  Technologies 
to  develop  a  Computerized  Maintenance  Scheduling  System  for 
the  San  Francisco  Water  Department  extending  the  contract 
term  to  December  31 ,  1  995  and  increasing  the  contract  amount 
by  $9,300  for  an  amount  not  to  exceed  $68,700. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0059  UEB      Awarding  Hetch  Hetchy  Water  and  Power  Contract  HH-837, 

Moccasin  Penstock  Anchor  Repair,  in  the  amount  of  $2,1  32,41  6 
to  A.  Ruiz  Construction  Co.  &  Associates,  Inc.  as  the  lowest 
responsive  bidder. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Werbe 

Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 

ANNOUNCEMENT  OF  EXECUTIVE  SESSIONS 
April  3.  1995 

Romaine  Boldridge,  Commission  Secretary,  announced  that  the  Public  Utilities 
Commission  met  in  Executive  Session  with  legal  counsel  on  April  3,  1995  from  12:25 
p.m.  to  4:15  p.m.  regarding  the  following:  (1)  Federal  Energy  Regulatory  Commission 
(FERC),  Project  No.  2299;  (2)  Hetch  Hetchy  bid  to  provide  power  to  The  Presidio;  and  (3) 
Legal  options  to  address  declining  levels  of  Lake  Merced.  The  Commission  did  not  take 
action  on  the  items  regarding  the  Federal  Energy  Regulatory  Commission  and  Lake 
Merced.  The  Commission  decided  to  pursue  a  judicial  review  of  the  bid  process  to 
provide  power  to  the  National  Park  Service  in  the  Presidio.  Commissioner  Normandy 
made  a  motion,  seconded  by  Commissioner  Miller,  not  to  disclose  the  discussion  during 
the  executive  session.  Commissioners  Normandy  and  Miller  voted  aye.  Commissioners 
Otsea  and  Werbe  voted  no.  The  motion  failed,  2-2.  Joshua  Miistein,  Deputy  City 
Attorney,  advised  the  Commission  not  to  disclose  the  discussion. 


95-57 


April  11,  1995 


The  Commission  also  met  in  executive  session  with  legal  counsel  and  its  real  property 
negotiator  prior  to  today's  meeting  from  12:10  p.m.  to  2:40  p.m.  and  discussed  the 
following:  (1)  Federal  Energy  Regulatory  Commission  (FERC)  Project  No.  2299;  (2) 
California  Trout  v.  CCSF;  (3)  Water  Department  property  located  on  Bernal  Avenue  at  I- 
680  in  Alameda  County;  (4)  Lease  of  Moccasin  School  House,  in  Moccasin,  CA;  (5) 
Watershed  land  in  Alameda  County  near  San  Antonio  Reservoir;  and  (6)  Lease  of  a 
portion  of  parking  lot  area  at  One  Great  America  Parkway,  Santa  Clara,  CA.  No  action 
was  taken  by  the  Commission  on  any  of  these  items.  There  were  two  items  on  the 
calendar  that  were  not  discussed  due  to  a  lack  of  time. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Otsea,  the 
Commission  unanimously  approved  a  motion  not  to  disclose  the  discussion  during  the 
executive  session. 

INTRODUCTION  OF  NEW  BUSINESS  BY  COMMISSIONERS 

Commissioner  Werbe  requested  on  behalf  of  Commissioner  Salma  that  staff  provide  him 
with  copies  of  requests  for  permits  and  correspondence  sent  to  lessees. 

GENERAL  MANAGER'S  REPORT 

John  P.  Mullane  discussed  the  complaint  from  Mr.  J.  Carlo  Cannell  regarding  high  water 
bills.  Mr.  Mullane  explained  that  Mr.  Cannell  had  already  been  given  $  1  24  credit  on  his 
account  based  on  the  Water  Department's  rule  allowing  50%  adjustment  of  the  excess 
water  use  due  to  faulty  plumbing  fixtures. 


PUBLIC  COMMENTS 

Jennifer  Sparacino,  Executive  Director  of  the  City  of  Santa  Clara  Redevelopment  Agency, 
requested  the  Commission  to  waive  the  triple  rent  provision  of  the  lease  and  charge 
them  the  standard  rent  and  to  allow  them  to  exercise  their  option  to  extend  their  lease 
for  another  five  years.  Bruce  Auguson  handed  the  Commission  a  map  showing  the 
location  of  the  easement  and  commented  on  the  importance  of  the  lease  to  the  operation 
of  the  Great  America  Theme  Park. 

Chris  Welsh,  President  of  Teamsters  Union,  Local  216,  handed  the  Commission  a  letter 
protesting  the  bid  submitted  by  A,  Ruiz  Construction  Co.,  Inc.  for  Water  Department 
Contract  No.  WD-21 89,  Repaving  of  Street  and  Sidewalk  Openings  for  Fiscal  Year  Ending 
6/30/96.  Mr.  Welsh  urged  the  Commission  to  investigate  the  allegations  in  his  lener. 
Jose  Hidalgo  stated  that  A.  Ruiz  is  not  doing  their  job  and  that  the  contract  should  be 
awarded  to  a  reputable  contractor. 
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Nate  Ratner  of  the  Citizen  Advisory  Committee  for  Clean  Water  suggested  billing  all  City 
agencies  for  meter  service  charges.  Regarding  street  light  outages,  Mr.  Ratner 
commented  that  the  telephone  directory  did  not  have  information  on  whom  to  call  to 
report  street  light  problems.  He  said  that  this  could  be  the  reason  some  street  lights 
remain  out.  Commissioner  Otsea  requested  that  staff  insert  a  notice  with  the  water  bills 
advising  the  public  on  how  to  report  street  light  outages. 


Item  No.  (14):  Authorizing  the  General  Manager  of  Public  Utilities  or  his  designee  to 
execute  an  amendment  to  the  lease  between  the  City  and  County  of  San  Francisco  and 
Chevron  Oil  Company  for  a  certain  property  of  the  Water  Department  in  the  Alameda 
watershed,  increasing  the  annual  rent  from  $8,300  to  $246,000. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commission  Otsea,  the  Commission 
voted  unanimously  to  table  this  item. 


************************* 


************************* 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:     4:05  P.M. 


Romaine  A.  Boldridge 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

Cfry  AND  COUNT*  OF  SAN  FRANCISCO 

RESOLUTION  No.  _y  5^005^ 


WHEREAS,  The  San  Francisco  Water  Department  wishes  to  hire  an 
engineering  consultant  and  EPA  certified  laboratory  to  provide 
technical  assistance  for  compliance  with  the  ICR;  and 

WHEREAS,  The  services  of  the  EPA  approved  laboratory  are 
required  to  perform  the  highly  specialized  analytical  work 
associated  with  Giardia,  Cryptosporidium,  viruses,  and  disinfection 
by-products;  and 

WHEREAS,  The  services  of  a  consultant  are  needed  to  oversee 
pilot  plant  studies  required  under  the  ICR;  and  now,  therefore  be 
it 

RESOLVED,  That  the  Commission  approves  the  transfer  of 
$690,000  from  {W828)  Hetch  Hetchy  Water  Treatment  Project  to 
implement  USEPA  Information  Collection  Rule  Compliance; 

RESOLVED,  That  the  Commission  hereby  authorizes  the  Manager 
of  San  Francisco  Water  Department  to  solicit  Request  For  Proposals 
from  the  consulting  firms  to  provide  professional  services  for 
compliance  with  the  ICR. 


/  hereby  cerHfy  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  &ER1L_JJJ995, 


^Secretary,  Public  UtilitiesCoKmission 


PUBLIC  UTILITIES  COMMISSION' 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0054 


WHEREAS,   Santa  Clara  and  City  of  Palo  Alto  have  initiated  a  planning  process  to 
determine  the  feasibility  of  a  transmission  project  which  would  link  their  two  syBtems 
directly  to  each  other  and  to  the  southern  terminus  of  the  California-Oregon 
Transmission  Project ;  and 

WHEREAS,  Commission  owns  and  operates  an  electric  transmission  system  in  the 
general  area  and  may  be  able  to  realize  some  benefits  from  a  new  transmission  project 
that  would  link  substations  in  Tracy,   California  to  substations  serving  municipal 
loads;  and 

WHEREAS,    Santa  Clara  and  Palo  Alto  are  willing  to  share  the  costs  of  the  planning 
process  with  Commission  and  will  give  Commission  the  right  to  participate  in  the 
construction  of  the  transmission  project  should  it  be  determined  feasible  and  in  the 
Commission's  best   interests;  and 

WHEREAS,    Santa  Clara,   Palo  Alto  and  Commission  will   share  equally  in  the  costs  of 
the  planning  studies  and  Commission's  share  of  the  costs  shall  not  exceed  twenty-five 
thousand  dollars;  and 

WHEREAS,   Funding  for  the  planning  process  is  available  in  Hetch  Hetchy's 
operating  budget;  now,  therefore,  be  it 

RESOLVED,   That  this  Commission  authorize  the  General  Manager  of  Hetch  Hetchy 
Water  and  Power  execute  the  Cost  Sharing  Agreement  with  the  City  of  Santa  Clara  and 
authorize  payment  to  Santa  Clara  of  twenty-five  thousand  dollars   ($25,000)   as  payment 
for  Commission's  one-third  share  of  the  total  costs  incurred  in  performing  the  planning 
studies  described  above . 


H011328 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

APRIL    11  1995   

at  its  meeting  of  


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSIOfr 

Crrf  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  95-0055 


WHEREAS,  Hetch  Hetchy's  ability  to  meet  its  water  delivery  obligations  is  enhanced  by 
computer  modeling;  and 

WHEREAS,  Staff  requires  assistance  in  computer  modeling  and  hydrological  analysis,  and 

WHEREAS,  The  Consultant  has  been  of  especial  value  in  support  of  the  ongoing  water 
litigation,  and  provided  engineering  studies  and  analyzes  as  requested,  and 

WHEREAS,  This  firm  has  not  completed  all  projects  due  to  staff  turnover  and  unforeseen 
weather  conditions,  and 

WHEREAS,  Hetch  Hetchy  Water  and  Power  desires  to  continue  to  retain  this  firm  to 
complete  existing  work  assignments  and  oversee  the  HHWP  transmission  system  protective  relay 
installation,  and 

WHEREAS,  Anticipated  services  will  exceed  the  authorized  spending  level  of  the 
agreement,  and 

WHEREAS,  Funds  are  currently  available  in  the  Hetch  Hetchy  FY  94/95  operating 
budget;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  General  Manager  of  the  Public 
Utilities  Commission  to  negotiate  and  execute  the  Fourth  Amendment  to  the  Agreement  with 
Manna  ConsuUants,  Inc.  to  increase  their  funding  by  $75,000,  for  a  contract  total  not  to  exceed 
$445,000.  Contract  term  is  being  extended  to  May  31,  1996. 


H011412 


/  hereby  certify  that  the  foregoing  resolution  .as  adopted  by  the  Public  Utilities  Commission 

.     ,  APRI1^1  1  1995,   

at  its  meeting  of   ^ 


Secretary,  Public  Utilities  Cofhmission 


—  PUBLIC  ummES  commission 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  95-0056 


WHEREAS,  During  a  severe  storm  on  the  morning  of  March  9,  1995,  the  PG  &  E  power  to 
the  Harry  W.  Tracy  Water  Treatment  Plant  was  disrupted,  and  upon  restoration  of  power,  an 
extremely  high  voltage  surge  occurred  which  caused  surge  protection  devices  in  the  standby  power 
building  to  explode,  with  consequential  damage  to  the  building  and  to  the  electrical  system,  resulting 
in  the  plant  being  out  of  service  until  repairs  could  be  made  and  power  could  be  restored;  and 

WHEREAS,  The  President  of  the  Public  Utilities  Commission  declared  that  an  emergency 
condition  exists  by  letter  dated  March  9,  1995,  to  allow  the  San  Francisco  Water  Department  to  make 
repairs  and  restore  service  as  expeditiously  as  possible;  and 

WHEREAS,  The  San  Francisco  Water  Department  immediately  thereafter  directed  General 
Electric  to  examine  the  equipment  and  to  take  emergency  measures  to  restore  power  to  the  plant;  and 

WHEREAS,  Temporary  measures  were  taken  to  restore  power,  with  the  result  that  the  power 
was  fmally  restored  and  the  plant  placed  back  into  operation  on  March  12,  1995;  and 

WHEREAS,  The  Water  Department  desires  that  to  protect  the  health,  welfare,  and  safety  of 
their  customers,  desires  that  the  causes  for  the  failure  be  identified,  that  the  entire  power  supply  design 
and  circuitry,  including  the  standby  power  system,  and  operational  procedures,  be  evaluated  and 
corrective  measures  made  so  that  there  will  not  be  recurrence  of  this  problem;  and 

WHEREAS,  Funding  for  this  emergency  work  is  available  in  Water  Department  Project  855, 
Rehabilitation  of  Water  Treatment  Facilities;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  ratifies  the  Declaration  of  Emergency  by  the 
President  of  the  Commission  on  March  9,  1995;  and,  be  it  further 

RESOLVED,  That  this  Commission  authorizes  the  San  Francisco  Water  Department  General 
Manager  to  enter  into  a  design-construct  contract  with  General  Electric  for  an  amount  not  to  exceed 
$100,000  to  make  emergency  repairs,  evaluate  the  causes  of  the  failure,  analyze  the  equipment  and 
circuitry,  and  make  such  modifications  as  are  necessary  to  prevent  a  recurrence  of  the  problem;  and, 
be  it  further 

RESOLVED,  That  this  Commission  hereby  requests  the  Board  of  Supervisors  to  approve  the 
expenditure  of  $10o!oOO  for  emergency  measures  to  correct  the  electrical  power  supply  to  the  Harry 
W.  Tracy  Water  Treatment  Plant. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  UHlities  Commission 

APRIL    11  1995   

at  its  meeting  of  — 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILrriES  COMMISSIum 

CfTY  AND  COUNTV  OF  SAN  FRANCISCO 


95-0057 

HESOLUTION  No  Z-T  


WHEREAS,  On  September  8,  1994,  San  Francisco  Water  Department  submitted 
a  development  application  to  AJameda  County  seeking  certain  development  approvals  for 
its  508-acre  property  located  in  Alameda  County,  commonly  referred  to  as  the  "Bemal 
Property";  and, 

WHEREAS,  The  authorized  representative  of  the  property  owner  must  sign  the 
Vesting  Tentative  Map,  Tract  6731  as  part  of  the  application  review  process;  now, 
therefore,  be  it 


RESOLVED,  That  this  Commission  hereby  authorizes  the  PUC  General  Manager 
to  execute  the  Vesting  Tentative  Map,  Tract  6731  to  allow  the  continued  processing  of 
the  Bemal  property  development  application  through  Alameda  County. 


/  Hereby  certify  that  the  foregoing  resoluHon  was  adopted  by  the  Public  Utilities  Commissior. 

APRIL_JJJ995, 


at  its  meeting  of 

aAriclc\vesilii8 


Secretary,  Public  UtiliUes  Commission 


PUBLIC  UTlLmES  COMMISSION 


crry  and  county  of  san  francisco 


RESOLUTION  No. 


95-0058 


WHEREAS,  The  Bureau  of  Management  Information  Systems  has  been 
requested  to  implement  an  electronic  interface  between  the  Water  Department's  Fuel 
Usage  Monitoring  System  and  the  Maintenance  Scheduling  System;  and 

WHEREAS,  The  staff  of  Unlimited  Access  and  the  staff  of  Systems  Support 
Technologies,  Inc.  has  implemented  such  electronic  interface  at  other  City 
departments;  and 

WHEREAS,  The  Bureau  of  Management  Information  Systems  staff  does  not 
currently  have  expertise  in  such  interface;  and 

WHEREAS,  Such  electronic  interface  will  enhance  the  efficiency  of  the  vehicle 
maintenance  function  of  the  Water  Department;  and 

WHEREAS,  Funding  for  this  modification,  $9,300  is  available  in  the  Water 
Department's  Project  300,  Index  Code  #694752;  THEREFORE  BE  IT 

RESOLVED,  That  the  PUC  General  Manager  is  authorized  to  modify  the  contract 
with  Unlimited  Access/Systems  Support  Technologies  by  extending  the  time  through 
December  31,  1995  and  increasing  the  contract  amount  by  $9,300  for  an  amount  not 
to  exceed  $68,700. 


/  hereby  certify  that  the  foregoing  resolu 

APRIL  11 


\dopted  by  the  Public  Utilities  Commission 


at  its  meeting 


Secretary.  Publiclliilities Commission 


TOiHB^UTILITIES  COMMISSION 

CTTY  AND  COUMTY  OF  SAN  FRANCISCO 


95-0059 

RESOLUTION  No.  ^  


WHEREAS,  Bids  were  received  on  February  14,  1995 
for  Hatch  Hetchy  Water  and  Power  Contract  HH-837, 
Moccasin  Penstock  Anchor  Repair,  and; 

WHEREAS,  The  PUC ' s  Office  of  Contract  Compliance 
determined  that  the  second  low  bidder,  A.  Ruiz 
Construction  Co.  &  Assoc. ,  Inc. ,  is  the  lowest 
responsive  bidder  due  to  the  bid  preference,  now, 
therefore ,   be  it ; 

RESOLVED,  That  this  Commission  rejects  the  low  bid 
submitted  by  Ranger  Pipeline,  Inc.,  and  D'Arcy  &  Harty 
Construction  Co.,   Joint  Venture,   and  be  it  further; 

RESOLVED,  That  this  Commission  hereby  awards  Ketch 
Hetchy  Water  and  Power  Contract  HH-837,  Moccasin 
Penstock  Anchor  Repair,  in  the  amount  of  $2,132,416.00 
to  A.  Ruiz  Construction  Co.  &  Assoc.,  Inc.,  San 
Francisco,  California,  as  the  lowest  responsive  bidder. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  APRIL  111995 

at  its  meeUng  of  ^  —  


Secretary,  Public  Utilities  Comfnission 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

SPECIAL  MEETING 

April  13,  1995 
11:30  A.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-60 


Call  to  Order: 


1  1 :30  a.m. 


Present:  Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 

Commissioner  Robert  K.  Werbe 


Excused:  President  Morton  Miller,  Vice  President  E.  Dennis  Normandy 

Commissioner  Marion  E.  Otsea  presided  at  the  meeting  pursuant  to  the  vote  by  the 
members  present. 

***»♦■***#*««♦*»»****♦*»«* 

RESOLUTION 
NO. 


On  motion  of  Commissioner  Salma,  seconded  by 
Commissioner  Werbe,  the  following  resolution  was  adopted: 

95-0060  GM       Authorizing  the  General  Manager  of  Public  Utilities  to  issue  a 

revocable  permit  to  the  YMCA  for  use  of  the  Water 
Department's  property  at  Merced  Manor  Reservoir,  between 
22nd  Avenue  and  Sloat  Boulevard  in  San  Francisco,  California. 

VOTE:  AYES    -    Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner  Werbe,  the 
Commission  voted  unanimously  to  waive  the  $500  processing  fee  for  this  permit. 

Copies  of  the  above  resolution  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 

*********«*********»**» 
THEREUPON,  THE  MEETING  WAS  ADJOURNED:     1 1 :35  A.M. 


Romaine  A.  Boldridge 
Commission  Secretary 


95-61 


PUBLIC  UTILrriES  COMMISSIOKT 

CfTV  AND  COUUrr  OF  SAN  PRANCISCO 


«BSOLU.O.  NO.  95-0060 


WHEREAS,  The  YMCA  of  San  Francisco  -  Stonestown  Branch  has  requested  the 
use  of  the  Water  Departments  Merced  Manor  Reservoir  as  a  practice  field  for  its  youth 
soccer  program;  and 

WHEREAS.  Tlie  requested  use  does  not  interfere  with  or  pose  a  hazard  to  operation 
of  Merced  Manor  Reservoir  as  a  water  distribution  facility,  now  be  it 

RESOLVED,  This  Commission  authorizes  the  General  Manger  of  Utilities  to  execute 
a  revocable  permit  for  the  requested  use  with  the  YMCA. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APR  1  L      13  1995 


Secretary,  Public  Utilities  Commission 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

SPECIAL  MEETING 

April  21,  1995 
1:00  P.M. 
1155  Market  Street.  Fourth  Floor 

Notice  is  hereby  given  that  the  PubUc  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  pursuant  to  Government  Code  Section  54956.9(a). 

CONFERENCE  WTTH  LEGAL  COUNSEL 
Existing  Litigation: 

Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 


Romaine  A.  Boldridge 
Secretary 


City  and  County  of  San  Francisco  "^^^^^BH 

PUBLIC    UTILITIES  COMMISSION 


1 155  Market  Street,  4th  Floor 
San  Francisco.  California  94103 
(415)  554-3155 


NOTICE  OF  PUBLIC  HEARING 
TO  CONSIDER  REVISED 
SCHEDULES  OF  RATES  AND  CHARGES 

TO  BE  CHARGED  BY  THE 
SAN  FRANCISCO  WATER  DEPARTMENT 


Notice  is  hereby  given  that  the  Public  Utilities  Commission  of  the  City  and  County  of 
San  Francisco  will  conduct  a  public  hearing  on  Tuesday,  April  25,  1995,  at  2:00  p.m.  in 
Room  402,  1155  Market  Street,  San  Francisco,  California  to  consider  the  adoption  of  revised 
Schedules  of  Rates  and  Charges  for  water  service  and  water  supplied  by  the  San  Francisco 
Water  Department  to  its  suburban  retail  and  wholesale  customers;  and  to  consider  fee 
adjustments  for  various  permits  and  services  provided  by  the  San  Francisco  Water 
Department. 

Copies  of  the  proposals  will  be  available  for  review  beginning  Monday,  April  17, 
1995  at  the  Fourth  Floor  of  1155  Market  Street,  San  Francisco,  California. 

All  interested  parties  are  invited  to  attend  the  public  hearing  and  present  their  views. 


Romaine  A.  Boldridge 
Secretary 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  TJIILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

April  25,  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  and  to  confer  with  their  negotiator: 

COlVrERENCE  WTTH  LEGAL  COUNSEL  -  Pursuant  to  Govenmient  Code  Section 
54956.9(b)(c): 

(1)  Anticipated  Litigation:  As  Defendant  and  As  Plaintiff 

Regarding  Water  Department  property  located  on  Bemal  Avenue  at  1-680  in  Alameda 
County. 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section  54956.9(a): 
Existing  Litigations: 

(2)  Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 

(3)  Encabo  Enterprises,  Inc. 
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CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 

54956. 9(b)(c): 


(4)  Anticipated  Litigation  -  As  Plaintiff 

Petrocchi  Bros.  -  Regarding  the  following  properties: 

(a)  Nursery  -  1000  El  Camino  Real,  South  San  Francisco,  CA. 

(b)  Portion  of  vehicular  access  and  circulation  for  adjoining  service  station  and  car  wash 
activities  -  998  El  Camino  Real,  South  San  Francisco,  CA. 

(c)  Transportable  office  building,  parking  and  storage  -  301  South  Spruce,  South  San 
Francisco,  CA. 

(5)  Anticipated  Litigation  -  As  Plaintiff 
Harold  and  Janice  Greer 

Regarding:  Nursery  at  101  'B'  Street,  Daly  City,  CA. 

(6)  Anticipated  Litigation  -  As  Plaintiff 
William  Moore 

Regarding:  Bar/restaurant  and  parking,  1035  Mission  Road,  South  San  Francisco.  CA. 


CONFERENCE  WITH  REAL  PROPERTY  NEGOTMTOR  -  Pursuant  to  Government  Code 
Section  No.  54956.8: 


Property: 

Parties  Negotiating 


Portion  of  parking  lot  area,  350  Showers  Drive,  Mountain  View,  CA 
City:       William  Laws 
Lessee:    San  Antonio  Associates 
Both  Price  and  Terms 


Under  Negotiation: 


(8) 


Property: 

Parties  Negotiating 


Portion  of  parking  lot  area,  5400  Mowry  Avenue.  Fremont,  CA 
City:        William  Laws 
Lessee;    Thunderbird  Lodge 
Both  Price  and  Terms 


Under  Negotiation: 
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CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR  (CONTTNIJED) 


(9)      Property:  Bookstore  -  11  Phelan  Ave.,  San  Francisco,  CA 

Parties  Negotiating:     City:        William  Laws 

Lessee;     California  Book  Company 
Under  Negotiation:     Both  Price  and  Terms 


(10)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Watershed  Land  in  Alameda  County  near  San  Antonio  Reservoir 
City:       William  Laws 
Lessee:     Chevron  Oil  Company 
Both  Price  and  Terms 


(11)    Property:  Portion  of  parking  lot  area, 

849  W.  Orange  Avenue.  South  San  Francisco,  CA 
Parties  Negotiating:    City:       William  Laws 

Lessee:  Koret 
Under  Negotiation:     Both  Price  and  Terms 


(12)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Portion  of  Parcel  65  in  Alameda  County  in  Sunol,  CA 

City:       William  Laws 

Lessee:    Mission  Valley  Rock  Company 

Both  Price  and  Terms 


In  the  event  this  Special  Meeting  has  not  concluded  before  the  start  of  the  regularly  scheduled 
meeting,  this  meeting  will  resume  immediately  following  the  Regular  Meeting. 


Romaine  A.  Boldridge 
Secretary 
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NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UnUTIES  COMNGSSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

SPECIAL  MEETING  ADDENDUM 

April  25,  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  PubUc  Utilities  Commission  will  meet  in  Executive  Session 
discuss  a  personnel  matter  pursuant  to  Government  Code  Section  54957. 

(13)    PUBUC  EMPLOYEE  APPOINTMENT 
Position:         Director  of  Finance 

Romaine  A.  Boldridge 
Secretary 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M,  Jordan 
MAYOR 

REGULAR  MEETING 

April  25,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sai)  SaJma 
Robert  K.  Werbe 

BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  R^uiatory  Compliance 

Anson  B.  Mo  ran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-62 


Call  to  Order: 


2:1  0  p.m. 


Present: 


President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 
Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Normandy,  the  Minutes 
of  the  Regular  Meeting  of  April  11,1 995  and  the  Minutes  of  the  Special  Meeting  of  April 
13,  1995  were  approved. 


RESOLUTION 
NO. 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted  in  executive 
session: 

95-0061  WD       Authorizing  the  General  Manager  of  Public  Utilities  to  request  the 

City  Attorney  to  take  all  necessary  legal  actions  against 
Petrocchi  Brothers  to  secure  the  surrender  of  the  City's  real 
property  and  to  collect  income  and  damages  to  which  the  City 
may  be  entitled. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted  in  executive 
session: 


95-0062  WD      Authorizing  the  General  Manager  of  Public  Utilities  to  request  the 

City  Attorney  to  take  all  necessary  legal  actions  against  Harold 
and  Janice  Greer  dba  Four  Seasons  Garden  Center  to  secure  the 
surrender  of  the  City's  real  property  and  to  collect  all  rents,  fees 
and  damages  to  which  the  City  may  be  entitled. 


VOTE:  AYES 


Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-63 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted  in  executive 
session: 

95-0063  WD       Authorizing  the  General  Manager  of  Public  Utilities  to  request  the 

City  Attorney  to  take  all  necessary  legal  actions  against  William 
Moore  and  Don  O'Rourke  dba  Nickels  Restaurant  to  secure  the 
surrender  of  the  City's  real  property  and  to  collect  all  rents,  fees 
and  damages  to  which  the  City  may  be  entitled. 

VOTE:  AYES    ■    Miller,  Normandy,  Otsea,  Salma.  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0064  BF         Authorizing  the  General  Manager  of  Public  Utilities  or  his 

designee  to  execute  an  amendment  to  the  lease  between  the 
City  and  County  of  San  Francisco  and  Chevron  Oil  Company  for 
certain  property  of  the  Water  Department  in  the  Alameda 
watershed,  increasing  the  annual  rent  from  $8,300  to 
$246,000. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  the  Water  Department  to 
execute  an  agreement  between  the  City  and  County  of  San 
Francisco  and  the  University  of  San  Francisco  to  remove  City 
facilities  on  USF's  property  under  easement  and  to  quitclaim  the 
easement  to  the  University. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-64 


On  motion  of  Commissioner  Otsea.  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0066  Approving  the  terms  and  conditions  of  a  revocable  permit  for 

Intel  Corporation,  Raytheon  Corporation  and  Smith 
Environmental  Technologies  Corporation  for  groundwater 
monitoring  and  remediation  activities  on  a  portion  of  the  Water 
Department's  pipeline  right-of-way  in  Mountain  View,  CA. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0067  WD       Authorizing  the  General  Manager  of  Public  Utilities  to  enter  into 

an  agreement  with  the  State  of  California  Department  of  Water 
Resources  for  the  operation  and  maintenance  of  the  San  Antonio 
Turnout  of  the  South  Bay  Aqueduct. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0068  WD       Accepting  the  Final  Alameda  Creek  Water  Resources  Study 

Report  prepared  by  Bookman-Edmonston,  Inc.  and  approving  the 
recommendations  therein;  authorizing  the  General  Manager  of 
the  San  Francisco  Water  Department  to  amend  the  existing 
agreement  with  Bookman-Edmonston,  Inc.  increasing  the 
contract  amount  by  $30,000  and  extending  the  contract  term 
to  October  31,  1995. 

VOTE:   AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0069  HH        Authorizing  the  General  Manager  of  Hetch  Hetchy  Water  and 

Power  to  negotiate  and  execute  a  professional  services 
agreement  with  Brown,  Vence  and  Associates,  to  provide  "as- 
needed"  energy  engineering  services  for  a  period  of  up  to  four 
years  and  an  amount  not  to  exceed  a  total  of  $400,000. 

VOTE:  AYES    -    Miller.  Normandy,  Otsea,  Salma,  Werbe 
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On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0070  UEB       Accepting  the  work  perfornned  under  San  Francisco  Water 

Department  Contract  No.  WD-2101.  8-Inch  Ductile  iron  Main 
Installatron  in  Taylor  Street  between  Lombard  and  Filbert 
Streets,  Taylor  Street  Between  Union  and  Green  Streets,  Green 
Street  Between  Taylor  Street  and  August  Alley,  Green  Street 
Between  Powell  and  Kearny  Streets,  and  Union  Street  Between 
Leavenworth  and  Hyde  Streets,  as  satisfactorily  completed- 
approving  debit  contract  modification  No.  2  in  the  amount  of 
$29, 1  68.00;  extending  the  contract  time  by  109  calendar  days: 
and  authorizing  final  payment  in  the  amount  of  $65,346  40  to 
the  contractor,  P&J  Utility  Co. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-0071  UEB      Authorizing  bid  call  for  Water  Department  Contract  No.  WD- 

2183,  Bay  Division  Pipeline  Nos.  1  and  2,  Flanged  Connection 
Replacement. 

VOTE:   AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 
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ANWOUIM CEMENT  OF  EXECUTIVE  SESSIONS 
April  21,  1995 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in 
closed  session  on  April  21,  1995  from  1:10  p.m.  to  1:40  p.m.  to  confer  with  legal 
counsel  regarding  the  Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 
No  action  was  taken  by  the  Commission. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Werbe,  the 
Commission  voted  unanimously  not  to  disclose  the  discussion  during  the  closed  session. 

April  25,  1995 

Ms.  Boldridge  announced  that  the  Commission  met  in  closed  session  immediately  prior 
to  today's  meeting  from  1 2: 1  5  p.m.  to  2:05  p.m..  The  Commission  conferred  with  legal 
counsel  regarding  leases  with  Petrocchi  Bros.;  Harold  and  Janice  Greer;  and  William 
Moore  and  voted  unanimously  to  take  all  necessary  legal  actions  on  these  leases. 

The  Commission  conferred  with  legal  counsel  regarding  a  Water  Department  property 
located  on  Bernal  Avenue  at  1-680  in  Alameda  County.  No  action  was  taken  by  the 
Commission. 

The  Commission  discussed  a  public  employee  appointment  of  a  Director  of  Finance.  No 
action  was  taken  by  the  Commission. 

Other  items  on  the  agenda  were  deferred  until  after  the  regular  meeting. 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma,  the  Commission 
voted  unanimously  not  to  disclose  the  discussion  during  the  Executive  Session. 


INTRODUCTION  OF  NEW  BUSINESS  BY  COMMISSIONERS 

Commissioner  Salma  requested  staff  to  submit  a  list  of  leases  and  permits  in  the  East  Bay 
that  use  San  Francisco  water  and  indicate  the  amount  of  water  they  receive  and  the  cost. 
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GENERAL  MANAGER'S  REPORT 

Anson  B.  Moran,  General  Manager  of  Public  Utilities,  announced  that  there  will  be  no 
adjustments  of  retail  water  rates  in  San  Francisco. 

Gregory  Tom,  Manager  of  the  Water  Department's  City  Distribution  Division,  reported 
that  the>r  division  had  been  coordinating  with  the  Department  of  Public  Works  and  Pacific 
u  .  .  '^9^'''^'"9  ^he  construction  schedule  for  the  Grant  Avenue  Project  The 

schedule  was  designed  so  that  construction  would  have  minimum  impact  on  business  and 
traffic  in  the  area. 

Mr.  Moran  reported  on  a  recent  meeting  that  tool<  place  in  the  City  Attorney's  Office  with 
representatives  of  the  Golden  Gate  National  Recreation  Area  (GGNRA)  concerning  the 
roles  and  responsibilities  of  the  Water  Department  and  the  GGNRA  in  the  management 
of  the  peninsula  watershed.  Staff  will  be  reviewing  a  draft  Memorandum  of 
Understanding  which  will  be  brought  to  the  Commission  for  discussion. 

Mr.  Moran  reported  that  Steve  Leonard  had  appeared  on  KALW  Radio  Station  to  discuss 
issues  regarding  water  quality  and  Cryptosporidium.  He  said  that  staff  would  be  available 
for  other  public  information  opportunities. 


"I^^  f'^b'-c  Hearing-To  consider  adopting  a  revised  Schedule  of  Rates  and 

Charges  to  be  charged  by  the  San  Francisco  Water  Department  for  water  service  to 
suburban  wholesale  customers. 

William  H.  Laws,  Director,  Bureau  of  Finance,  presented  the  water  rate  proposal  using  an 
overhead  projector. 

President  Miller  invited  comments  from  the  public.  No  member  of  the  public  commented 
On  motion  of  Commissioner  Otsea,   seconded  by  Commissioner  Normandy  the 
Commission  voted  unanimously  to  close  the  public  hearing. 

Commissioners  Salma  and  Werbe  expressed  concerns  about  adjusting  the  water  rates  for 
suburban  customers  and  not  doing  it  for  retail  customers.  Mr.  Laws  explained  that  the 
proposed  rate  adjustment  was  in  accordance  with  the  provisions  of  the  Settlement 
Agreement  and  Master  Water  Sales  Contract  between  the  City  and  its  suburban 
customers.  Commissioner  Otsea  requested  that  a  copy  of  the  master  sales  agreement 
be  furnished  to  the  Commission. 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner  Salma,  the  Commission 
voted  unanimously  to  continue  this  item  to  the  next  regularly  scheduled  meetinq  on  Mav 
9,  1995- 
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Item  No.  (10):  Public  Hearing  -  To  consider  fee  adjustments  for  various  permits  and 
services  provided  by  the  San  Francisco  Water  Department. 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Werbe.  the  Commission 
voted  unanimously  to  continue  this  item  to  the  next  regularly  scheduled  meetinq  on  May 


Resolution  No.  95-0064:  Authorizing  the  General  Manager  of  Public  Utilities  or  his 
designee  to  execute  an  amendment  to  the  lease  between  the  City  and  County  of  San 
Francisco  and  Chevron  Oil  Company  for  certain  property  of  the  Water  Department  in  the 
Alameda  watershed,  increasing  the  annual  rent  from  $8,300  to  $246,000.  (This  item 
was  tabled  at  The  meeting  of  April  11,1 995,) 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner  Otsea,  the  Commission 
voted  unanimously  to  take  this  item  from  the  table. 

Commissioner  Werbe  moved,  seconded  by  Commissioner  Salma,  to  amend  the  proposed 
resolution  to  require  a  retroactive  increase  in  rent.  Commissioner  Werbe  stated  that 
Chevron  Oil  Company  was  aware  that  a  rent  increase  was  due  years  ago  and  it  was 
appropriate  that  the  City  charge  them  that  rent  retroactively.  He  stated  that  if  Chevron 
does  not  pay  the  retroactive  rent,  the  City  could  evict  them  from  the  property. 

Thomas  Berliner,  Utilities  General  Counsel,  advised  that  the  Commission  can  act  now  to 
increase  the  rent  from  $8,300  to  $246,000  on  a  month  to  month  basis  and  later  require 
the  retroactive  payment  based  on  the  rate  increase.  Mr.  Berliner  stated  that  the 
Commission  could  take  action  to  evict  Chevron  if  they  do  not  agree  to  the  retroactive  rent 
increase.  Commissioners  Werbe  and  Salma  withdrew  their  motion  to  amend  the 
resolution. 

Commissioner  Werbe  made  a  motion,  seconded  by  Commissioner  Salma,  to  adopt  the 
resolution  to  increase  the  rent.  The  motion  passed  unanimously. 


Item  No.  (13):  Authorizing  the  General  Manager  of  Public  Utilities  to  execute  an 
amendment  to  the  lease  agreement  with  Mission  Valley  Rock  Company  and  Pacific 
Nurseries  of  California,  Inc.  for  the  use  of  173  acres  of  Water  Department  lands,  a 
portion  of  Parcel  65  in  Alameda  County  in  Sunol;  extending  the  term  of  the  lease  to 
December  31 ,  1  997;  increasing  the  annual  rent  from  $100  per  acre  to  $450  per  acre  and 
incorporating  certain  standard  provisions. 

Mr.  Laws  suggested  continuing  this  item  until  the  co-lessee.  Pacific  Nurseries  of 
California,  signs  the  agreement. 
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The  following  individuals  made  their  comments: 


Michael  Ohieyer  of  Mission  Valley  Rock  commented  in  favor  of  the  proposed  amendment 
to  the  lease. 

Patricia  Stillman,  President  of  Save  Our  Sunol,  commented  in  opposition  to  the  renewal 
of  the  lease  and  quarrying  operation  in  Sunol. 

Martin  Bournhonesque,  an  organic  farmer,  remarked  that  it  did  not  make  economic  sense 
to  charge  $450  for  the  lease  of  a  property,  for  agricultural  purposes,  when  the  lease  did 
not  include  any  water. 

Commissioner  Normandy  made  a  motion,  seconded  by  Commissioner  Otsea,  to  continue 
the  item.  The  motion  passed  unanimously. 


Item  No.  (1 91:  Authorizing  the  Manager  of  the  Utilities  Engineering  Bureau  to  terminate 
the  contract  with  Pan  Marine  Constructors,  Inc.  for  Water  Department  Contract  WD- 
2181,  Bay  Division  Pipeline  No.  1 -Timber  Trestle  Repair;  approving  the  plans  and 
specifications  for  Water  Department  Contract  WD-2181R;  authorizing  readvertisement 
for  bids;  and  approving  a  transfer  of  $100,000  from  the  Water  Department's  Santa  Clara 
Valley  Water  District  Intertie  Project  to  this  project. 

Richard  E.  Brandt,  Manager,  Utilities  Engineering  Bureau,  requested  that  the  Commission 
continue  this  item  to  the  next  regularly  scheduled  Commission  meeting  on  May  9,  1  995. 
UEB  staff  is  still  negotiating  with  environmental  regulatory  bodies  to  allow  construction 
work  during  the  nesting  season  of  one  of  the  endangered  species,  the  California  Clapper 
Rails. 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Normandy,  the 
Commission  unanimously  voted  to  continue  the  item. 
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Thereupon,  the  meeting  was  adjourned  to  a  continuation  of  the  Executive  Session: 
3:50  P.M. 


it*********-*************** 


At  4:00  p.m.  the  Commission  resumed  in  Executive  Session  to  confer  with  legal  counsel 
regarding  the  Federal  Energy  Regulatory  Commission  (FERC)  Project  No.  2299  and 
Encabo  Enterprises,  Inc.,  and  to  confer  with  the  real  property  negotiator  regarding  San 
Antonio  Associates,  Thunderbird  Lodge,  California  Book  Company,  Chevron  Oil  Company, 
Koret,  and  Mission  Valley  Rock  Company.  No  action  was  taken  by  the  Commission  on 
any  of  these  matters. 

The  closed  session  adjourned  at  5:05  p.m. 


tS-fyruXl-iUJLA  -ZJi 

Romaine  A.  Boldridge 
Secretary 
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PUBLrC  UTILITIES  COMMISSION 


95-0061 

RESOLUTION  No.    ^  *  

WHEREAS,  Pursuant  to  Public  Utilities  Commission  Resolutions  Nos.  90-0124 
and  90-0125  dated  April  10,  1990,  the  City  and  County  of  San  Francisco  did  enter  into 
two  leases  with  Petrocchi  Brothers  for  the  use  of  certain  real  property  of  the  City  under 
the  control  of  the  San  Francisco  Water  Department;  and 

WHEREAS,  Petrocchi  Brothers  entered  into  subleases  with  other  parties  for  the 
use  of  the  City's  real  property  without  the  consent  of  the  City  as  required  by  Section  15 
of  each  lease;  and 

WHEREAS,  Petrocchi  Brothers  failed  to  remit  to  the  City  as  required  by  Section 
15  of  the  lease  all  income  received  from  any  subleases  which  was  in  excess  of  the  rent 
paid  by  Petrocchi  Brothers  to  the  City;  now,  therefore,  be  it 

RESOLVED,  This  Commission  finds  that  Petrocchi  Brothers  has  breached  the 
terms  and  conditions  of  its  leases  and  permit  with  the  City;  and  be  it  further 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of  Utilities  to 
request  the  City  Attorney  to  take  all  necessary  legal  actions  to  secure  the  surrender  of 
the  City's  real  property  and  to  collect  income  and  damages  to  which  the  City  may  be 
entitled. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,  APR  I L    2  5 1995   

at  Its  meeting  of  _  — 


Secretary,  Public  Utilities  Commission 


mu&  uviLwiei'MiiiiiieiBiii 

crrv  AND  COUNTY  of  san  fmancisco 

HHsocuT,o.No  95-0062 

WHEREAS.  Pursuant  to  Public  Utilities  Commission  Resolution  No.  89-0036 
dated  January  24,  1989,  the  City  and  County  of  San  Francisco  did  enter  into  a  lease  with 
Harold  and  Janice  Greer  dba  Fourseasons  Garden  Center  for  the  use  of  certain  real 
property  of  the  City  under  the  control  of  the  San  Francisco  Water  Department;  and 

WHEREAS,  Harold  and  Janice  Greer  have  failed  to  pay  the  rent  and  other  fees 
due  the  City  as  required  by  Section  3  of  the  lease;  and 

WHEREAS,  Harold  and  Janice  Greer  have  failed  to  cure  the  default  caused  by 
the  failure  to  pay  rents  and  other  fees;  now,  therefore,  be  it 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of  Utilities  to 
request  the  City  Attorney  to  take  all  necessary  legal  actions  to  secure  the  surrender  of 
the  City's  real  property  and  to  collect  all  rents,  fees  and  damages  to  which  the  City  may 
be  entitled. 


a:\laws3\countryalde 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  APR  I  L  8  5  1995 


Secretary,  Public  Utilities  CSimission 


^O^^^^Tu  iTtrs  roMMl'^..''-;lO^? 

crrv  AND  COU'JT-y  OF  &AN  F  RflNCISiLO 


RESOLUTION  No. 


95-0063 


WHEREAS,  Pursuant  to  Public  Utilities  Commission  Resolution  No.  90-0396 
dated  November  13,  1990,  the  City  and  County  of  San  Francisco  did  enter  into  a  lease 
with  William  Moore  and  Don  O'Rourke  dba  Nickels  Restaurant  for  the  use  of  certain 
real  property  of  the  City  under  the  control  of  the  San  Francisco  Water  Department,  and 

WHEREAS,  William  Moore  and  Don  O'Rourke  have  failed  to  pay  the  rents  and 
other  fees  due  the  City  as  required  by  Section  3  of  the  lease;  and 

WHEREAS,  William  Moore  and  Don  O'Rourke  have  failed  to  respond  to  the 
City's  demand  to  cure  the  default  caused  by  their  failure  to  pay  rents  and  other  fees; 
now,  therefore,  be  it 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of  Utilities  to 
request  the  City  Attorney  to  take  all  necessary  legal  actions  to  secure  the  surrender  of 
the  City's  real  property  and  to  collect  all  rents,  fees  and  damages  to  which  the  City  may 
be  entitled. 


aALAWS3\nlckeli2 


at  its  meeting 


I  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    .  APR  I L    2  5 1995   


Secretary.  Public  Utilities  CorHmission 


PUBLIC  UTILITIES  COMMISSION 

cm  AND  COUNTY  OF  SAN  FRANCISCO 

95-0064 

RESOLUTION  No.  


WHEREAS,  This  Commission  did  enter  into  a  lease  in  1967  with  Chevron  Oil 
Company  for  the  use  of  certain  real  property  of  the  Water  Department  for  construction, 
operating  and  maintenance  of  a  petroleum  products  pipeline;  and 

WHEREAS,  That  lease  was  amended  in  1975  to  extend  the  term  of  the  lease  to 
May  31,  1985  and  increase  the  annual  rent  to  $8,300;  and 

WHEREAS,  The  current  annual  rent  is  less  than  fair  market  rent;  and 


WHEREAS,  Negotiations  between  the  Water  Department  and  Chevron  Oil 
Company  are  on-going  and  are  not  likely  to  result  in  a  new  lease  in  the  current  fiscal 
year;  now,  therefore,  be  it 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of  Utilities  or  his 
designate  to  execute  an  amendment  to  the  existing  lease  dated  April  11,  1967  increasing 
the  annual  rent  to  $246,000. 


WHL:bJVIaws3\oU 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  n,eetin,  of  APRIL      2  5  1995  _  


Secretary,  Public  Utihties  Commission 


PUBLIC  UTILITIES  COMMISSIOfT 


95-0065 


RESOLUTION  No. 


WHEREAS,  In  1955  the  San  Francisco  College  for  Women  whose  property  was 
later  acquired  by  the  University  of  San  Francisco  granted  an  easement  deed  for  water 
supply  purposes  to  the  City;  and 

WHEREAS,  That  easement  deed  provided  the  City  would  quitclaim  the  easement 
to  the  University  as  successor  to  the  easement  grantor  when  that  easement  was  no  longer 
required  for  water  supply  purposes;  and 

WHEREAS,  The  University  has  made  a  written  request  to  the  City  that  the  City 
quitclaim  the  easement  to  the  University;  and 

WHEREAS,  The  City  and  the  University  have  reached  agreement  on  the  removal 
and/or  abandonment  of  City  facilities  in  the  easement  area;  now,  therefor,  be  it 

RESOLVED,  This  Commission  authorizes  the  General  Manager  of  the  Water 
Department  to  execute  the  agreement  between  the  City  and  the  University  of  San 
Francisco  and  to  quitclaim  the  easement  to  the  University. 


at  its  meeting  oj 


p.<^...,n...  95-0066 


WHEREAS,  The  City  and  County  of  San  Francisco  owns  certain  real  property, 
presently  under  the  jurisdiction  of  the  Water  Department,  in  Santa  Clara  County;  and 

WHEREAS,  Intel  Corporation  and  Raytheon  Corporation  have  entered  into  a 
consent  agreement  with  the  U.S.  Environmental  Protection  Agency  for  the  monitoring 
and  remediation  of  groundwater  contamination  in  the  vicinity  of  the  City's  real  property; 
and 


WHEREAS.  Intel  and  Raytheon  have  retained  Smith  Environmental 
Technologies  Corporation  and  developed  a  work  plan  pursuant  to  the  consent 
agreement;  and 

WHEREAS,  That  workplan  provides  for  the  drilling  of  monitoring  wells  on  the 
City's  real  property  and  Intel,  Raytheon  and  Smith  Environmental  Technologies  have 
requested  access  to  the  City's  real  property  for  that  purpose;  now,  therefore,  be  it 

RESOLVED,  This  Commission  hereby  approves  the  terms  and  conditions  of  a 
revocable  permit  for  the  purposes  enumerated  therein  and  authorizes  the  General 
Manager  of  Utilities  to  execute  such  permit  on  behalf  of  the  Commission. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

APRIL    2  5  1995 


at  its  meeting  of. 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CtTY  AND  COUNT-t  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0067 


WHEREAS,  The  San  Francisco  Water  Department  (SFWD)  entered  into  an 
agreement  with  and  issued  a  temporary  Revocable  Construction  Permit  to  the  State  of 
California.  Department  of  Water  Resources  (DWR)  to  allow  for  the  design  and 
construction  of  a  turnout  facility  capable  of  diverting  water  from  the  South  Bay 
Aqueduct  to  the  San  Antonio  Reservoir;  and 

WHEREAS,  This  facility  has  been  used  on  an  interruptible  basis  to  deliver  water 
purchased  as  part  of  SFWD's  Drought  Response  Plan;  and 

WHEREAS,  It  is  SFWD's  desire  to  continue  to  have  the  ability  to  use  the  facility 
for  similar  purposes  during  future  water  supply  shortages  within  SFWD's  service  area; 
and 

WHEREAS,  A  previous  agreement  between  the  parties  provided  that  terms  and 
conditions  for  operation  and  maintenance  of  the  turnout  should  be  negotiated  at  a  later 
date;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  authorizes  the  General 
Manager  of  the  Public  Utilities  Commission  to  enter  into  an  agreement  with  DWR  to 
operate  and  maintain  the  San  Antonio  turnout  of  the  South  Bay  Aqueduct  through 
April  19,  1999. 


a:\GeiilMgi\Tii  mou{ ,  DWR 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  ,  APRIL    2  5  1995 

at  Its  meeting  of  "   


Secretary.  Public  Utilities  Corfnission 


PUBLIC  UTILITIES  COMMISSION 

crrv  ANo  COUNTY  of  san  foancisco 

95-0068 

RESOLUTION  No. 


WHEREAS.  In  1991  the  City  agreed  with  the  California  Water  Resources  Control  Board  to 
study  water  conditions  and  potential  beneficial  in-stream  uses  for  a  limited  segment  of 
Alameda  Creek  between  Calaveras  Reservoir  and  the  Sunol  Valley;  and, 

WHEREAS.  In  1992,  following  competitive  bidding,  this  Commission  authorized  the  General 
Manager,  Water  Department,  to  execute  a  an  agreement  with  Bookman-Edmonston,  Inc  to 
conduct  said  studies  for  an  initial  fee  of  $250,000,  and, 

WHEREAS,  In  1993;  this  Commission  authorized  an  amendment  to  the  agreement  to 
include  an  additional  task  of  testing  wells  to  obtain  supplemental  data  regarding  groundwater 
conditions  in  the  Sunol  Valley;  and, 

WHEREAS,  In  1994,  based  on  preliminary  study  results.  City  staff  met  on  several  occasions 
with  State  and  Federal  agencies  to  discuss  and  agree  on  findings,  conclusions,  and 
recommendations;  and, 

WHEREAS.  In  October.  1994,  the  California  Department  of  Fish  and  Game  tentatively 
concurred  with  study  recommendations,  including  stream  releases  from  Calaveras  Reservoir 
for  fish  purposes;  and, 

WHEREAS,  Based  on  this  letter  of  concurrence,  Bookman-Edmonston,  Inc.  has  completed 
the  study  report  allowing  now  for: 

(1)  the  development  of  an  agreement  with  the  California  Department  of  Fish  and  Game  to 
formalize  and  memorialize  stream  flow  releases  from  Calaveras  Reservoir  for  the  benefit  of 
fish  habitat  and  other  riparian  beneficial  uses,  and, 

(2)  the  preparation  of  a  Conceptual  Engineenng  Report  for  the  design  and  construction  of 
water  release  and  recapture  facilities;  and, 

WHEREAS,     The  Water  Department  recommends  that  the  Alameda  Creek  Water  Resources 
Study  Report  prepared  by  Bookman-Edmonston  be  accepted,  and, 

WHEREAS,     The  Water  Department  further  recommends  that  the  services  of  Bookman- 
Edmonston,  Inc.,  through  a  contract  amendment,  be  utilized  to: 

(1)  develop  an  agreement  to  formalize  and  memorialize  the  tentative  agreement  with  the 
Califomia  Department  of  Fish  and  Game  and  to  present  said  agreement  to  this  Commission 
for  execution  and  implementation,  and, 

(2)  prepare  a  scope  of  work  for  the  development  of  a  Conceptual  Engineering  Report  for  the 
design  and  construction  of  water  release  and  recapture  facilities  on  Alameda  Creek;  and, 

WHEREAS,  Funds  are  available  in  the  Watershed  Protection  {Erosion  Control  and  Fire 
Protection)  Project  No.  607-01,  Index  Code  681643  for  transfer  to  the  Watershed  Management 
Planning  Project  No.  807-01,  Index  Code  No  742833  for  this  contract  modification  .  now, 
therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  accepts  the  Final  Alameda  Creek  Water 
Resources  Study  Report  prepared  by  Bookman-Edmonston,  Inc.  and  approves  the 
recommendations  contained  therein;  and,  be  it 

FURTHER  RESOLVED.  That  this  Commission  hereby  authorizes  the  General  Manager  of  the 
San  Francisco  Water  Department  to  amend  the  existing  contract  agreement  with  Bookman- 
Edmonston,  Inc  in  the  amount  of  $30,000:  to  prepare  and  negotiate  a  water  release  and 
recapture  facilities  agreement  with  the  California  Department  of  Fish  and  Game;  to  prepare 
a  scope  of  work  for  the  development  of  a  Conceptual  Engineenng  Report  for  the  design  and 
construction  of  water  release  and  recapture  facilities  on  Alameda  Creek,  to  assist  the  Water 
Department  in  meeting  with  vanous  City  and  State  governing  and  regulatory  agencies  to 
present  study  findings,  conclusions,  recommendations,  and  agreements;  and,  to  extend  said 
contract  agreement  to  October  31,  1995, 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  kP^\l  2  5  1995  ^    

Secretary,  Public  Utilities  Commission 


cirr  AND  COUNTY  of  san  francisco 


RESOLUTION  No.  _  ^  ^  0069 


WHEREAS,  The  Bureau  of  Energy  Conservation  is  established  in  part  to 
achieve  energy  cost  reductions  in  municipal  operations;  and 

WHEREAS,  the  Bureau's  ongoing  energy  efficiency  programs  provide  an 
effective  means  of  reducing  energy  use  in  municipal  buildings;  and 

WHEREAS,  energy-engineering  consulting  services  are  required  in 
support  of  these  programs;  and 

WHEREAS,  by  Resolution  No.  95-0027,  adopted  February  28,  1995.  the 
Public  Utilities  Commission  authorized  the  PUC  General  Manager  to  request 
qualifications  and  proposals  from  consultants  to  provide  "as-needed"  energy 
engineering  services  to  support  Hetch  Hetchy/  Bureau  of  Energy  Conservation 
programs;  and 

WHEREAS,  after  thorough  evaluation  of  all  qualifications,  proposals, 
submittals,  and  after  oral  interviev^s  with  the  three  qualified  firms,  the  selection 
committee  recommended  Brown,  Vence  and  Associates  to  provide  the  required 
professional  services;  and 

WHEREAS,  initial  funding  of  $100,000  for  this  work  is  available  in  the 
Hetch  Hetchy/  Bureau  of  Energy  Conservation  Operating  Budget,  and  thereafter 
approximately  $100,000  per  year  will  be  available  for  this  contract,  subject  to  approvals 
during  the  City's  annual  budgeting  process.  Now  THEREFORE,  be  it 

RESOLVED,  that  this  Commission  hereby  authorizes  the  General 
Manager,  Hetch  Hetchy  Water  and  Power,  to  negotiate  and  execute  a  professional 
services  agreement  with  Brown,  Vence  and  Associates  to  provide  "as-needed"  energy 
engineering  services  for  a  period  of  up  to  four  years  and  an  amount  not  to  exceed  a 
total  of  $400,000. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   APRIL     2  5  1995 


Secretary,  Public  Utilities  Commission 


pi 

<  OND  COUNT*  OF  SAN  FPANC 


.umiJUTMi(iaMi«ii§ij&^ 

F  SAN  FPANCISi  ,  i 

95-0070 


RESOLUTION  No. 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WD-2101,  8-Inch  Ductile  Iron  Main 
Installation  in  Taylor  Street  between  Lombard  and  Filbert  Streets,  Taylor  Street 
between  Union  and  Green  Streets,  Green  Street  between  Taylor  Street  and  August 
Alley,  Green  Street  between  Powell  and  Kearny  Streets,  and  Union  Street  between 
Leavenworth  and  Hyde  Streets,  as  satisfactorily  completed;  approves  debit  Contract 
Modification  No.  2  in  the  amount  of  $29,168.00;  extends  the  contract  time  by  109 
calendar  days;  and  authorizes  final  payment  in  the  amount  of  $65,346.40  to  the 
Contractor,  P&J  Utility  Co. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

APRIL    2  5  1995  


at  its  meeting  of. 


Secretary,  Public  Utilities  Commission 


95-0071 

RESOLUTION  No.  


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No. 
WD-2183,  Bay  Division  Pipelines  Nos.  1  &  2  Flanged  Connection 
Replacement,  Corroded  pipe  section  will  be  refurbished  and/or  replaced; 
and 

WHEREAS,  The  Engineer's  estimate  for  said  contract  work  is 
approximately  $527,000;  and 

WHEREAS,  The  funds  for  this  contract  are  available  in  San 
Francisco  Water  Department  Appropriation  32-001 ,  Project  Work  Phase 
834-01,  Replace  Flanged  Connection  BDPL's  Nos.  1  &  2;  and 

WHEREAS,  The  environmental  review  under  the  California 
Environmental  Quality  Act  (CEQA)  completed  under  the  Bay  Division 
Pipelines  Nos.  1  &  2  Timber  Trestle  Repair  Project  and  has  been  certified; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  approves  the  plans  and 
specifications,  as  approved  and  recommended  by  staff,  for  Water 
Department  Contract  No.  WD-2183,  Bay  Division  Pipelines  Nos.  1  &  2 
Flanged  Connection  Replacement,  and  authorizes  advertisement  for  bids 
for  said  contract. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,        APR  i  L    2  5  1995   

at  Its  meeting  of  —    


Secretary,  Public  Utilities  Commission 


NOTICE  OF  EXECUTIVE  SESSION 

PUBUC  UTILmES  COMNOSSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SPECIAL  MEETING 

May  9,  1995 
12:00  P.M. 
1155  Market  Street,  Fourth  Floor 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  and  to  confer  with  their  negotiator: 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 

54956.9(b)(c): 

(1)      Anticipated  Litigation:  As  Defendant  and  As  Plaintiff 

Regarding  Water  Department  property  located  on  Bemal  Avenue  at  1-680  in  Alameda 
County. 

CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(a): 

Existing  Litigations: 


(2) 

CCSF  vs. 

Ameron,  Superior  Court  No.  927-962. 

(3) 

CCSF  vs. 

Encabo  Enterprises,  Inc. 

(4) 

CCSF  vs. 

Petrocchi  Bros. 

(5) 

CCSF  vs. 

Harold  &  Janice  Greer 

(6) 

CCSF  vs. 

William  Moore  &  Don  O'Rourke 
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CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(b); 


(7)      Anticipated  Litigation:  As  Plaintiff 


San  Antonio  Center  Associates  -  Regarding  a  portion  of  parking  lot  area,  located  at 
350  Showers  Drive,  Mountain  View,  CA 


(8)      Anticipated  Litigation:  As  Plaintiff 


Thunderbird  Lodge  -  Regarding  a  portion  of  parking  lot  area,  located  at  5400  Mowry 
Avenue,  Fremont,  CA 


CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR  -  Pursuant  to  Government 
Code  Section  No.  54956.8: 


(9)  Property: 

Parties  Negotiating: 
Under  Negotiation: 


Portion  of  Parking  lot  Area 

One  Great  America  Parkway,  Santa  Clara,  CA 

City:    William  Laws 

Lessee:  Redevelopment  Agency  of  the  City  of  Santa  Clara 
Both  Price  and  Terms 


(10)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Watershed  Land  in  Alameda  County  near  San  Antonio  Reservoir 
City:       William  Laws 
Lessee:     Chevron  Oil  Company 
Both  Price  and  Terms 


(11)  Property:  Portion  of  parking  lot  area, 

849  W.  Orange  Avenue,  South  San  Francisco,  CA 
Parties  Negotiating:    City:       William  Laws 

Lessee:  Koret 
Under  Negotiation:     Both  Price  and  Terms 
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(12)  Property: 


Edgeview  Terrace  Apartments 
411  -  87th  Street,  Daly  City 
Parties  Negotiating:     City;        William  Laws 

Lessee:     Edgeview  Terrace  Apartments 
Under  Negotiation:     Both  Price  and  Terms 


(13)    Property:  Serra  Bowl 

3301  Junipero  Serra  Blvd,  Daly  City 
Parties  Negotiating:    City:       William  Laws 

Lessee:    Serra  Bowl 
Under  Negotiation:     Both  Price  and  Tenns 


(14)    Property:  830  Huntington  Avenue,  San  Bruno 

Parties  Negotiating:    City:       William  Laws 
Lessee:    Robert  Leech 
Under  Negotiation:     Both  Price  and  Terms 


(15)    Property:  645  AJmanor  Avenue,  Surmyvale 

Parties  Negotiating:    City:       William  Laws 

Lessee:    Prudential  Insurance  Co.  of  America 
Under  Negotiation:     Both  Price  and  Terms 


CONTERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(a): 

Existing  Litigation: 

(16)    Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299. 


In  the  event  this  Special  Meeting  has  not  concluded  before  the  start  of  the  regularly 
scheduled  meeting,  this  meeting  will  resume  immediately  following  the  Regular  Meeting. 


Romaine  A.  Boldridge 
Secretary 
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MINUTES 

PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

May  9,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


BUREAUS 
Engineering  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B,  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridue 
SECRETARY 


95-72 


Call  to  Order: 


2. 1  2  p.m. 


Present:  President   Morton   Miller,    Vice   President   E.    Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma 

Excused:  Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Normandy,  the  Minutes 
of  the  Regular  Meeting  of  April  25,  1995  were  approved. 


************************* 


RESOLUTION 
NO. 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0072  WD      Authorizing  the  General  Manager  of  the  Water  Department  to 

transfer  funds  in  the  amount  of  $484,500.00  from  the  Water 
Department's  Operating  Budget  to  the  City  Attorney's  Office  to 
fund  ongoing  costs  in  the  case  of  CCSF  vs.  Ameron. 

VOTE:   AYES    -    Miller,  Normandy,  Otsea,  Salma 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0073  WD       Authorizing  the  General  Manager  of  the  San  Francisco  Water 

Department  to  amend  the  professional  services  agreement  with 
EDAW,  Inc.  to  perform  the  additional  task  of  preparing  a 
Resources  Management  Plan  for  Sunol  Valley  and  increasing  the 
contract  amount  by  a  cost  not  to  exceed  $190,000;  extending 
the  contract  term  to  52  months;  and  authorizing  the  transfer  of 
funds  to  fund  the  contract  amendment. 

VOTE:   AYES    -    Miller,  Normandy,  Otsea,  Salma 


95-73 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 


Authorizing  the  General  Manager  of  the  San  Francisco  Water 
Department  to  amend  the  professional  services  agreement  with 
Bookman-Ed monston,  Inc.  to  perform  additional  Technical 
engineering  analysis  and  reports  for  the  preparation  of  a 
Resources  Management  Plan;  increasing  the  contract  amount  by 
a  cost  not  to  exceed  $  1  20,000;  extending  the  contract  term  to 
50  months;  and  authorizing  the  transfer  of  funds  to  fund  the 
contract  amendment. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0075  HH       Requesting  the  Mayorto  recommend  to  the  Board  of  Supervisors 

a  supplemental  appropriation  in  the  amount  of  $150,000  to 
conduct  a  preliminary  feasibility  study  on  the  municipalization  of 
the  electric  distribution  system  in  San  Francisco. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea 
NO        -  Salma 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0076  HH        Authorizing  the  General  Manager  of  Public  Utilities  to  negotiate 

and  execute  Modification  No.  9  to  the  contract  with  the  Call 
Company  for  "as  needed"  consulting  services;  increasing  the 
contract  amount  by  $30,000  for  a  contract  total  not  to  exceed 
$754,000;  and  extending  the  contract  term  to  September  30, 
1996. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma 


95-0074  WD 


95-74 


On  motion  of  Commissioner  Normandy.  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0077  UEB       Authorizing  the  Utilities  Engineering  Bureau  to  request  proposals, 

interview,  select  and  recommend  a  qualified  corrosion  consulting 
firm  to  perform  specialized  corrosion  engineering  services. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted; 

95-0078  UEB      Approving  Contract  Modification  No.  2  to  the  contract  with 

Nibbi-Lowe  Construction,  San  Francisco  Water  Department 
Contract  No.  WD-2107,  Sunol  Valley  Water  Treatment  Plant 
Improvements,  increasing  the  contract  amount  by  $57,000.00 
and  extending  the  contract  completion  time  to  August  1 ,  1 995. 

VOTE;   AYES    -    Miller,  Normandy,  Otsea,  Salma 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0079  BF        Approving  the  request  by  Pacific  Nurseries  of  California,  Inc.  to 

assign  its  rights  and  interests  under  a  lease  of  173  acres  of 
certain  real  property  of  the  City  and  County  of  San  Francisco 
located  in  Alameda  County  to  Mission  Valley  Rock  Company. 

VOTE:  AYES    ■    Miller,  Normandy,  Otsea,  Salma 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted; 

95-0080  BF        Authorizing  the  General  Manager  of  Public  Utilities  to  execute  an 

amendment  to  the  lease  agreement  with  Mission  Valley  Rock 
Company  and  Pacific  Nurseries  of  California,  Inc.  for  the  use  of 
1  73  acres  of  Water  Department  lands,  a  portion  of  Parcel  65  in 
Alameda  County  in  Sunol;  extending  the  term  of  the  lease  to 
December  31,  1997;  increasing  the  annual  rent  from  $100  per 
acre  to  $450  per  acre  and  incorporating  certain  standard 
provisions. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma 


95-75 


Copies  of  The  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Publi 
Utilities  Commission. 


ANNOUNCEMENT  OF  EXECUTIVE  SESSIONS 
April  25,  1995 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  met  in 
closed  session  immediately  after  the  regular  meeting  on  April  25,  1995  from  4:00  p.m. 
to  5:05  p.m..  The  Commission  conferred  with  legal  counsel  regarding  the  Federal  Energy 
Regulatory  Commission  (FERC)  Project  No.  2299,  and  litigation  with  Encabo  Enterprises, 
Inc..  The  Commission  also  conferred  with  the  real  property  negotiator  regarding  leases 
with  San  Antonio  Associates,  Thunderbird  Lodge,  California  Book  Company,  Chevron  Oil 
Company,  Koret,  and  Mission  Valley  Rock  Company.  No  action  was  taken  by  the 
Commission  on  any  of  these  matters. 

On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Salma,  the 
Commission  voted  unanimously  not  to  disclose  the  discussion  during  the  executive 
session. 

May  9,  1995 

Ms.  Boldridge  announced  that  the  Commission  met  in  closed  session  before  today's 
regular  meeting  from  12:30  p.m.  to  2:05  p.m..  The  Commission  conferred  with  legal 
counsel  regarding:  the  Water  Department  property  located  on  Bernal  Avenue  at  1-680  in 
Alameda  County;  CCSF  vs.  Ameron,  Superior  Court  No.  927-962;  CCSF  vs.  Encabo 
Enteprises,  Inc.;  CCSF  vs.  Petrocchi  Bros.;  CCSF  vs.  Harold  &  Janice  Greer;  CCSF  vs. 
William  Moore  and  Don  O'Rourke;  San  Antonio  Center  Associates;  and  Thunderbird 
Lodge.  The  Commission  conferred  with  the  real  property  negotiator  regarding  leases  with 
the  Redevelopment  Agency  of  the  City  of  Santa  Clara,  Chevron  Oil  Company,  Koret, 
Edgeview  Terrace  Apartments,  and  Prudential  Insurance  Co.  of  America.  The  Commission 
did  not  take  action  on  any  of  these  matters.  Other  items  on  the  agenda  were  deferred 
until  after  the  regular  meeting. 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma,  the  Commission 
voted  unanimously  not  to  disclose  the  discussion  during  the  executive  session. 


95-76 


REPORT  OF  THE  GENERAL  MANAGER 

"The  Plan"  1995-96  Update 

Anson  B.  Moran,  General  Manager  of  Public  Utilities,  gave  a  presentation  regarding  the 
status  of  the  "The  Plan"  for  1  995-96.  Mr.  Moran  indicated  that  staff  would  be  working 
on  developing  a  financial  model,  a  facilities  maintenance  plan,  a  revenue  development  plan 
and  a  cost  control  study  as  part  of  the  overall  plan.  They  would  also  be  doing  an 
organizational  review,  preparing  new  mission  statements  and  updating  work  plans.  Mr. 
Moran  noted  that  a  compilation  of  PUC  policies  would  be  distributed  to  the  Commission 
at  a  later  time. 

Commissioner  Otsea  reiterated  her  request  for  a  list  of  outstanding  litigations  so  that  the 
Commission  would  have  a  knowledge  of  PUC's  exposure  for  litigations.  Mr.  Moran  stated 
that  the  City  Attorney's  Office  is  working  on  the  list. 

Bay  Division  Pipeline  No.  1  -  Timber  Trestle  Repair 

Mr.  Moran  noted  that  this  matter  will  be  scheduled  for  discussion  and  action  of  the 
Commission  at  the  next  regular  Commission  meeting.  This  item  was  continued  from  the 
meeting  of  April  25,  1995  to  allow  staff  to  explore  mitigation  measures  to  permit  work 
during  the  nesting  season  of  the  Clapper  Rail.  Staff  advised  that  it  would  be  more 
feasible  to  operate  outside  the  nesting  period. 

General  Fund  Transfer 

Mr.  Moran  noted  that  a  recommendation  would  be  submitted  to  the  Commission  at  the 
next  meeting  regarding  the  amount  of  funds  Hetch  Hetchy  will  transfer  to  the  general 
fund  next  fiscal  year.  Commissioner  Otsea  expressed  concerns  about  transferring  funds 
to  the  General  Fund  when  we  need  the  money  for  Sunol,  the  Alameda  Watershed  Plan, 
turbidity  incident  recommendations  and  other  capital  improvement  and  maintenance 
projects  for  Hetch  Hetchy  and  the  Water  Department.  Mr.  Moran  pointed  out  that  the 
Commission  had  already  acted  on  the  budget  for  the  next  fiscal  year.  He  said  that  next 
year's  projects  were  already  specified  in  that  budget  and  those  projects  are  fully  funded. 
Commissioner  Otsea  asked  about  the  possibility  of  putting  the  surplus  money  in  an 
untouchable  capital  fund.  Mr.  Moran  responded  that  it  is  impossible  to  stockpile  money 
in  the  City  as  the  Charter  gives  authority  to  the  Board  of  Supervisors  to  take  surplus 
money  in  excess  of  prior  year's  operating  costs. 

Mr.  Moran  announced  that  a  Spring  Spill  Party  will  be  held  on  Thursday,  May  18,  1995 
at  1 1  55  Market  Street  to  unveil  the  amount  of  general  fund  transfer  from  Hetch  Hetchy. 


***»♦♦*»*♦**•**♦**♦♦***♦ 


95-77 


Commissioner  Normandy  moved,  seconded  by  Commissioner  Salma,  to  continue  Item 
Nos.  9,  10,  and  1  1  to  the  next  regular  Commission  meeting  scheduled  on  May  23,  1995. 


Item  No.  (9):  To  consider  adopting  a  revised  Schedule  of  Rates  and  Charges  to  be 
charged  by  the  San  Francisco  Water  Department  for  water  service  to  suburban  wholesale 
customers.  (Continued  from  the  meeting  of  April  25,  1995.1 

Item  No.  (10):  Affirming  that  there  will  be  no  water  rate  adjustment  for  retail  customers 
in  San  Francisco.  ' 

Item  No.  (1 1 ):  Public  Hearing  -  To  consider  fee  adjustments  for  various  permits  and 
services  provided  by  the  San  Francisco  Water  Department.  (Continued  from  the  meeting 
of  April  25,  1995.) 

The  motion  passed  unanimously. 

Resolution  No.  95-0075:  Requesting  the  Mayor  to  recommend  to  the  Board  of  Supervisors 
a  supplemental  appropriation  in  the  amount  of  $150,000  to  conduct  a  preliminary 
feasibility  study  on  the  municipalization  of  the  electric  distribution  system  in  San 
Francisco. 

Commissioner  Salma  commented  that  it  would  be  a  waste  to  spend  money  on  a  feasibility 
study  if  it  was  not  feasible  to  buy  out  PG&E.  Lawrence  T.  Klein,  General  Manager, 
Hetch  Hetchy  Water  &  Power,  replied  that  one  of  the  benefits  of  doing  the  study  would 
be  to  provide  a  common  basis  for  future  decision  making. 

Commissioner  Otsea  moved,  seconded  by  Commissioner  Normandy  to  adopt  Resolution 
No.  95-0075.  The  motion  passed,  3-1.  Commissioner  Salma  voted  no. 

Resolution  No.  95-0079:  Approving  the  request  by  Pacific  Nurseries  of  California,  Inc. 
to  assign  its  rights  and  interests  under  a  lease  of  1 73  acres  of  certain  real  property  of  the 
City  and  County  of  San  Francisco  located  in  Alameda  County  to  Mission  Valley  Rock 
Company. 

Commissioner  Otsea  asked  whether  the  assignment  of  lease  meant  that  Pacific  Nurseries 
of  California  was  going  to  vacate  the  property.  William  H.  Laws,  Director  of  Finance 
stated  that  Pacific  Nurseries  is  not  currently  on  the  property  and  that  a  farmer  was 
contracted  by  the  co-lessee  for  dry  farming.  Bill  Howard,  representing  the  Mission  Valley 
Rock  Co.,  confirmed  that  they  hired  someone  else  to  farm  the  property. 

Commissioner  Otsea  asked  who  owns  the  vineyard  at  that  location.  Thomas  C.  Berliner, 
Utilities  General  Counsel,  responded  that  the  City  owns  the  vineyard.  Commissioner 
Salma  pointed  out  that  the  vineyard  in  question  is  on  the  City's  property  but  not  on  the 
same  property  that  is  covered  by  this  lease. 

The  Commission  unanimously  passed  Resolution  No.  95-0079. 
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Resolution  No.  95-0080:  Authorizing  the  General  Manager  of  Public  Utilities  to  execute 
an  amendment  to  the  lease  agreement  with  Mission  Valley  Rock  Company  and  Pacific 
Nurseries  of  California,  Inc.  for  the  use  of  1  73  acres  of  Water  Department  lands,  a  portion 
of  Parcel  65  in  Alameda  County  in  Sunol. 

Commissioner  Salma  commented  that  he  and  Commissioner  Werbe  had  opposed  an  earlier 
staff  recommendation  to  extend  the  lease  under  the  same  terms.  The  lessee  had  an 
option  to  extend  ttieir  lease  for  another  three  years.  He  stated  that  through  his  efforts 
and  Commissioner  Werbe's  the  annual  rental  rate  will  be  increased  from  $100  per  acre 
to  $450  per  acre  which  is  fair  for  the  City  and  County  of  San  Francisco. 


Thereupon,  the  Commission  adjourned  to  a  coritinuation  of  the  Executive  Session:  3:1 0 
P.M. 


At  3:25  p.m.,  the  Commission  resumed  its  executive  session  to  confer  with  legal  counsel 
regarding  the  Federal  Energy  Regulatory  Commission  (FERC),  Project  No.  2299.  No  action 
was  taken  by  the  Commission. 

The  closed  session  adjourned  at  4:20  p.m. 


Romaine  A.  Boldridge 
Secretary 
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riES  COMMISSION 

1  AND  t-OUNTY  OF  SAN  FRANCISCO 


RESOLUTrON  No  9  5  ~  0  0  72 


WHEREAS,  The  San  Francisco  Water  Department  at  the  direction  of  the  Public 
Utilities  Commission  has  initiated  litigation  against  Ameron  (CCSF  vs.  Ameron);  and 

WHEREAS,  Continued  funding  is  necessary  in  order  to  allow  the  City  Attorney 
to  prepare  for  trial;  and 

WHEREAS,  Funds  in  the  amount  of  $484,500.00  are  available  in  Object  190. 
Other  Non-Personal  Services,  in  the  Water  Department's  Operating  Budget;  and 

WHEREAS,  SFWD  wishes  to  transfer  said  amount  to  the  City  Attorney;  now, 
therefore,  be  it 

RESOLVED,  That  the  Pubhc  Utilities  Commission  authorizes  the  San  Francisco 
Water  Department  to  transfer  such  funds  by  work  order  to  the  City  Attorney's  Office. 


a:\genlni([AaineTOn 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.     ,  MAY  91995  

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


RESOLUTION  No. 


95-0073 


WHEREAS,  The   Public  Utilities  Commission  approved  the  preparation  of 

Comprehensive  Watershed  Management  Policy  and  Plans  by  Resolution  No.  91-0354;  and, 

WHEREAS,  This  Commission  approved,  by  Resolution  No.  92-0137,  the  selection 

of  EDAW,  Inc.  to  prepare  said  policy  and  plans  in  four  phases  commencing  with  Phase 
I;  and, 

WHEREAS,  This  Commission  subsequently  approved  agreement  amendments 

for  Phases  II  -  IV  bringing  the  current  contract  to  $2,397,000;  and, 

WHEREAS,  This  Commission  recognizes  that  there  are  several  watershed 

activities  issues  and  concerns  related  to  quarry  extractions,  leases,  public  education  and 
recreation,  fisheries,  system  facilities,  and  utility  corridors  located  in  the  Sunol  Valley  that 
need  to  be  addressed  in  a  comprehensive  manner  utilizing  various  engineering  and 
environmental  planning  disciplines  to  provide  the  Commission  with  reliable  information 
that  can  be  used  to  develop  functional  water  storage  capability  in  the  Sunol  Valley  in  a 
responsible  manner;  and, 

WHEREAS,  This  Commission  desires  that  a  Resources  Management  Plan  be 

developed  for  the  Sunol  Valley  to  address  the  land,  gravel,  water  and  related  issues  and 
concerns  and  to  be  incorporated  into  the  Watershed  Management  Policy  and  Plans,  public 
involvement  process,  and  related  Environmental  Impact  Report;  and, 

WHEREAS,  The  Commission  desires  that  this  work  be  completed  as  efficiently 

as  possible  and  in  a  timely  manner,  and 

WHEREAS,  PUC  Contract  Compliance  has  reviewed  Amendment  No.  4  to  the 

agreement  with  EDAW,  Inc.;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of  the  San 
Francisco  Water  Department  to  amend  the  professional  service  agreement  with  EDAW, 
Inc.  to: 

1)  perform  the  additional  task  of  preparing  a  Resources  Management  Plan  be  developed 
for  the  Sunol  Valley,  incorporating  technical  engineering  reports  to  be  simultaneously 
prepared  and  submitted  by  Bookman-Edmonston,  Inc.; 

2)  include  the  Sunol  Valley  Resources  Management  Plan  as  an  element  m  the  Watershed 
Management  Plans  and  Program  Environmental  Impact  Reports  Project;  and, 

3)  increase  the  contract  amount  by  a  cost  not  to  exceed  $190,000,  increasing  the  total 
agreement  amount  to  $2,587,000  and  the  term  of  the  contract  agreement  to  52 
months;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  authorizes  the  transfer  of  funds  from  the 
following  accounts  to  the  Watershed  Planning  Project  No.  807-01  for  the  purpose  of 
funding  contract  agreement  amendment  no.  4  between  the  Water  Department  and 
EDAW,  Inc.  amendment  no.  3  between  the  Water  Department  and  Bookman-Edmonston, 
Inc. 

Project  No.  301-01  Wetlands  Mitigation  Project  (UCS)  $85,000 

Project  No.  607-01  Watershed  Protection  {Erosion  Control)  $135,000 

Project  No.  609-01         Watershed  Facilities  (Fencing)  $100,000 


/  kerebv  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^  MAY      9  1995 

at  its  meeting  of  — 


Secretary,  Public  Utilities  Commission 


95-0074 


WHEREAS,  The  Public  Utilities  Commission  approved  the  preparation  of  the 

Alameda  Creek  Water  Resources  Study  by  Resolution  No.  91-0355;  and, 

WHEREAS.  This  Commission  approved,  by  Resolution  No.  92-0138,  the  selection 

of  Bookman-Edmonston,  Inc.  to  prepare  said  study;  and, 

WHEREAS,  This  Commission  subsequently  approved  contract  agreement 

amendments  bringing  the  current  contract  total  to  $310,000;  and, 

WHEREAS,  This  Commission  recognizes  that  there  are  several  watershed 

activities  issues  and  concerns  related  to  quarry  extractions,  leases,  public  education  and 
recreation,  fisheries,  system  facilities,  and  utility  corridors  located  in  the  Sunol  Valley  that 
need  to  be  addressed  in  a  comprehensive  manner  utilizing  various  engineering  and 
environmental  planning  disciplines  to  provide  the  Commission  with  reliable  information 
that  can  be  used  to  develop  functional  water  storage  capability  in  the  Sunol  Valley  in  a 
responsible  manner;  and 

WHEREAS,  This  Commission  desires  that  a  Resources  Management  Plan  be 

developed  for  the  Sunol  Valley  to  address  the  land,  gravel,  water  and  related  issues  and 
concerns  and  be  incorporated  into  the  Watershed  Management  Policy  and  Plans,  public 
involvement  process,  and  related  Environmental  Impact  Report;  and, 

WHEREAS,  The  Commission  desires  that  this  work  be  completed  as  efficiently 

as  possible  and  in  a  timely  manner,  and 

WHEREAS,  PUC  Contract  Compliance  has  reviewed  Amendment  No.  4  to  the 

agreement  with  EDAW,  Inc.;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  General  Manager  of  the  San 
Francisco  Water  Department  to  amend  the  professional  service  agreement  with  Bookman- 
Edmonston,  Inc.  to: 

1)  perform  the  additional  task  of  preparing  technical  engineering  analyses  and  reports  and 
submitted  to  the  Water  Department  and  EDAW,  Inc.  in  a  timely  manner  for  inclusion 
in  the  preparation  of  a  Resources  Management  Plan  to  be  developed  for  the  Sunol 
Valley,  Inc.; 

2)  increase  the  contract  amount  by  a  cost  not  to  exceed  $120,000,  increasing  the  total 
agreement  amount  to  $430,000  and  the  term  of  the  contract  agreement  to  50 
months;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  authorizes  the  transfer  of  funds  from  the 
following  accounts  to  the  Watershed  Planning  Project  No.  807-01  for  the  purpose  of 
funding  contract  agreement  amendment  no.  4  between  the  Water  Department  and 
EDAW,  Inc.  amendment  no.  3  between  the  Water  Department  and  Bookman-Edmonston, 
Inc. 

Project  No.  301-01  Wetlands  Mitigation  Project  (UCS)  $85,000 

Project  No.  607-01  Watershed  Protection  (Erosion  Control)  $135,000 

Project  No.  609-01         Watershed  Facilities  (Fencing)  $100,000 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY        9 1995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


RUBLIC  UTILITIES  COMfUIISSION 


RESOLUTION  No.  . 


95-0075 


WHEREAS,  The  Board  of  Supervisors  amended  Chapter  1 1,  Article  1.  ot  the 
San  Francisco  Administrative  Code  by  adding  Section  11.08  on  March  20,  1995;  and 

WHEREAS,  This  action  requires  the  Public  Utilities  Commission  to  prepare  and 
transmit  to  the  Board  of  Supervisors  a  report  regarding  the  feasibility  of  municipalization 
of  the  electric  distribution  system  in  San  Francisco  by  June  30,  1996;  and 

WHEREAS,  Hetch  Hetchy  Water  and  Power  does  not  have  funds  appropriated  in 
the  current  operating  budget  or  the  proposed  FY  95/96  budget  to  do  the  required 
feasibility  study;  and 

WHEREAS,  Consultant  selection  activities  must  start  as  soon  as  possible  to  meet 
the  mandated  delivery  date  for  the  study;  and 

WHEREAS,  a  supplemental  appropriation  in  the  amount  of  $150,000  is  required 
for  Hetch  Hetchy  to  be  able  to  do  the  mandated  feasibility  study;  and 

WHEREAS,  Funding  is  available  in  Hetch  Hetchy's  unappropriated  fund  balance; 
now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  a  supplemental  appropriation  in  the  amount  of 
$150,000  to  conduct  a  preliminary  feasibility  study  on  the  municipalization  of  the  electricity 
utilities  distribution  system  in  San  Francisco. 


H011327 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,  MAY     9  1995 

at  Its  meeting  of  


Secretary,  Public  Utilities  Commission 


crrr  «no  coumtv  of  • 


95-0076 


RESOLUTION  No. 


WHEREAS,   Call  Company  has  served  as  the  City's  consultant 
assisting  the  Public  Utilities  Commission   ("PUC")   and  City  Attorney's 
Office  since  1985;  and 

WHEREAS,  Mr.   Call  was  a  principal  negotiator  of  the  City-PG&E 
Long  Term  Agreement  and  was  significantly  involved  in  the  negotiation 
of  the  City-Districts  Agreements;   additionally  he  has  developed 
annotated  histories  of  these  negotiations  and  has  a  level  of  knowledge 
and  understanding  of  those  agreements  that  is  important  to  the  City; 
and 

WHEREAS,   It  is  desirable  to  Hetch  Hetchy  and  the  PUC  attorneys 
that  Call  Company  continue  to  serve  on  an  "as  needed"  basis  handling 
contract  interpretation  disputes,   monitoring  CPUC,   FERC,   and  other 
PG&E  rate  activities  which  might  impact  the  City,   as  well  as  other 
related  issues;  and 

WHEREAS,   It  is  desirable  that  this  Consultant  continue  to  do 
additional  work  on  an  "as  needed"  basis  in  connection  with  the  ongoing 
rate  renegotiation  with  PG&E;  and 

WHEREAS,   Funding  for  this  modification  is  available  in  Hetch 
Hetchy 's  operating  budget;  now,   therefore,   be  it 

RESOLVED,   That  the  Commission  authorize  the  PUC  General  Manager 
to  negotiate  and  execute  Modification  9  to  the  Call  Company  contract 
increasing  the  contract  funding  by  $30,000,    for  a  contract  total  not 
to  exceed  $754,000.     The  contract  term  is  being  extended  to  September 
30,  1996. 


H011403 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

>      H  anf  MAY      9  1995 

at  Its  meeting  of  


Secretary.  Public  Utilities  CtJhimission 


95-0077 

RESOLUTION  No.  x»  v  .  . 


WHEREAS.  The  San  Francisco  Water  Department  requires  specialized 
corrosion  engineering  services  to  develop  a  Corrosion  Control  Master  Plan  and 
support  its  ongoing  corrosion  protection  program  for  its  transmission  pipelines; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Utilities 
Engineering  Bureau  to  request  proposals,  interview,  select  and  recommend  to  this 
Commission  a  qualified  corrosion  consulting  firm  to  perform  the  specialized 
corrosion  engineering  services. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of .  MAY  9  \SSS 


Secretary,  Public  Utilities  Comnflssion 


PUBLIC  UTILITIES  COMMISSION 


crry  and  county  of  san  francisco 


»Eso.uT,oNNo.  95-0078 


WHEREAS,  This  Commission  awarded  San  Francisco  Water  Department 
Contract  No.  WD-2107,  Sunol  Valley  Water  Treatment  Plant  Improvements,  in  the 
amount  of  $4,569,960  to  Nibbi-Lowe  Construction,  a  joint  venture,  and 

WHEREAS,  This  Commission  approved  Modification  No  1  to  the 
contract  to  include  additional  work,  time  extensions  and  compensation  to  the 
Contractor  to  address  past  and  any  potentially  future  accidental  chemical  releases 
from  the  treatment  plant,  and 

WHEREAS,  Modification  No  2  to  the  contract  is  requested  in  order  to 
compensate  the  Contractor  for  a  negotiated  amount  of  extended  overhead  due  to 
City-caused  delays,  to  provide  additional  funds  for  the  Contractor  to  complete 
additional  out  of  scope  work  due  to  unforeseen  conditions,  and  to  extend  the 
contract  to  August  1,  1995,  for  the  additional  work,  now,  therefore  be  it 

RESOLVED,  That  this  Commission  approves  Contract  Modification 
No  2  to  San  Francisco  Water  Department  Contract  No.  WD-2107,  Sunol  Valley 
Water  Treatment  Plant  Improvements,  in  the  amount  of  $57,000  00 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY  9  1995  


at  its  meeting  of. 


Secretary.  Public  Utilities  Commimion 


PUBLIC  UTILITIES  COMMISSION 


95-0078 

RESOLUTION  No.   


WHEREAS,  This  Commission  awarded  San  Francisco  Water  Department 
Contract  No.  WD-2107,  Sunol  Valley  Water  Treatment  Plant  Improvements,  in  the 
amount  of  $4,569,960  to  Nibbi-Lowe  Construction,  a  joint  venture,  and 

WHEREAS,  This  Commission  approved  Modification  No.  1  to  the 
contract  to  include  additional  work,  time  extensions  and  compensation  to  the 
Contractor  to  address  past  and  any  potentially  future  accidental  chemical  releases 
from  the  treatment  plant,  and 

WHEREAS,  Modification  No  2  to  the  contract  is  requested  in  order  to 
compensate  the  Contractor  for  a  negotiated  amount  of  extended  overhead  due  to 
City-caused  delays,  to  provide  additional  fijnds  for  the  Contractor  to  complete 
additional  out  of  scope  work  due  to  unforeseen  conditions,  and  to  extend  the 
contract  to  August  1,  1995,  for  the  additional  work,  now,  therefore  be  it 

RESOLVED,  That  this  Commission  approves  Contract  Modification 
No.  2  to  San  Francisco  Water  Department  Contract  No,  WD-2107,  Sunol  Valley 
Water  Treatment  Plant  Improvements,  in  the  amount  of  $57,000.00. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY     9  1995 

at  its  meeting  of  ^  


Secretary,  Public  Utilities  Comnmsion 


1 

err*  AfgD  aourtrr  of  sam  fiuncisco 


95-0079 

RESOLUTION  No.  ^  _  

WHEREAS,  In  1991,  The  City  and  County  of  San  Francisco  entered  in  the  lease 
with  Pacific  Nurseries  of  California,  Inc.  and  Mission  Valley  Rock  Company  for  the 
agricultural  use  of  certain  real  property  of  the  City  under  the  control  of  the  San 
Francisco  Water  Department;  and 

WHEREAS,  Pacific  Nurseries  of  California,  Inc.  now  desires  to  assign  all  its 
rights  and  interest  under  the  lease  to  Mission  Valley  Company;  now,  therefore,  be  it 

RESOLVED,  This  Commission  does  give  its  approval  to  the  assignment  and 
authorize  the  General  Manager  of  Utilities  to  execute  the  assignment  on  behalf  of  the 
Commission. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  MAY     9  1995  .  

at  its  meeting  of  —  


Secretary.  Public  Utilities  CommMsion 


PUBLIC  UTILITIES  COMMISSIOIM 


3  COUNTY  OF  5 


95-0080 

RESOLUTION  No.      ^   !l   _  _„ 

WHEREAS,  The  City  and  County  of  San  Francisco  owns  certain  real  property, 
presently  under  the  jurisdiction  of  the  Water  Department,  in  Alameda  County;  and 

WHEREAS,  The  City  and  County  of  San  Francisco  and  Pacific  Nurseries  of 
California,  Inc.,  and  Mission  Valley  Rock  Company  did  enter  into  an  agricultural  lease  in 
1991  for  the  use  of  173  acres  of  the  aforementioned  lands  in  Alameda  County;  and 

WHEREAS,  That  lease  contained  a  provision  to  extend  the  term  of  lease  until 
the  last  day  of  December  in  1997;  and 

WHEREAS,  The  Lessee  gave  timely  notice  of  its  intent  to  exercise  that  provision; 

and 

WHEREAS,  The  Commission  determined  that  certain  revisions  to  the  existing 
lease  were  required  to  meet  the  best  interest  of  City;  and 

WHEREAS,  The  Lessee  has  agreed  to  amend  the  existing  to  increase  the  annual 
rent  and  to  incorporate  certain  standard  provisions  of  the  Water  Department  contained 
in  all  leases  and  contracts;  now,  therefore,  be  it 

RESOLVED,  This  Commission  hereby  approves  the  terms  and  condition  of  the 
lease  amendment  and  authorizes  the  General  Manager  of  Utilities  to  execute  such 
amendment  on  behalf  of  the  Commission. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeHng  of  MAY  9_|995  


Secretary.  Public  Utilities  Comrmssion 


NOTICE  OF  EXEeUXIVE  SESSION 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

SPECIAL  MEETING 

May  23.  1995 
12:30  P.M. 
Room  336 
War  Memorial  Building 
401  Van  Ness  Avenue 

Notice  is  hereby  given  that  the  Public  Utilities  Commission  will  meet  in  Executive  Session  to 
discuss  attorney-client  matters  and  to  confer  with  their  negotiator: 

CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR  -  Pursuant  to  Government 
Code  Section  No.  54956.8 

(1)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Portion  of  Parking  lot  Area 

One  Great  America  Parkway,  Santa  Clara,  CA 

City:    William  Laws 

Lessee:  Redevelopment  Agency  of  the  City  of  Santa  Clara 
Both  Price  and  Terms 


(2)  Property: 

Parties  Negotiating: 

Under  Negotiation: 


Watershed  Land  in  Alameda  County  near  San  Antonio  Reservoir 
City:       William  Laws 
Lessee:    Chevron  Oil  Company 
Both  Price  and  Terms 


CONFERENCE  WITH  LEGAL  COUNSEL  -  Pursuant  to  Government  Code  Section 
54956.9(a): 


Existing  Litigations: 

(3)  CCSF  vs.  Ameron  Inc.,  et.al.,  Case  No.  CV738095,  Santa  Clara  County. 

(4)  QI  Holdings,  Inc..  a  CaUfornia  Corporation,  Plaintiff  v.  SRI  International,  a  California 
Corporation;  TransTechnology  Corporation,  a  Delaware  Corporation;  and  City  and 
County  of  San  Francisco,  a  Municipal  Corporation,  Defendant. 


Romaine  A.  Boldridge 
Secretary 


I'UBLie      UTILITIES  COMMISSION 


1155  Market  Street,  4th  Floor 
San  Francisco,  California  94103 
(415)  554-3155 


NOTICE  OF  SPECIAL  MEETING 
AND  PUBLIC  HEARING 


Notice  is  hereby  given  that  the  Public  Utilities  Commission  of  the  City  and  County  of  San 
Francisco  will  hold  a  special  meeting  Tuesday.  May  23,1995,  at  1:30  p.m,,  in  the  Chambers 
of  the  Board  of  Supervisors,  Room  404,  War  Memorial  Building,  401  Van  Ness  Avenue, 
San  Francisco.  California. 

The  Commission  will  conduct  a  public  hearing  beginning  at  1:30  p.m.  to  consider  adoption 
of  proposed  actions  to  be  taken  to  address  the  declining  water  level  of  Lake  Merced.  Copies 
of  the  proposed  resolution  are  available  from  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission,  1155  Market  Street,  Fourth  Floor,  San  Francisco,  California, 
554-3165. 

Other  matters  will  be  calendared  after  the  public  hearing. 


Romaine  A.  Boldridge 
Secretary 


May  4.  1995 


Public  Utilities  Commission 


SAN  FRANCISCO  WATER  DEPARTMENT 


MEMORANDUM 


Date    May  18,  1995 

To;      Public  Utilities  Commission 
Morton  Miller,  President 
E  Dennis  Normandy,  Vice  President 
Marion  Otsea,  Commissioner 
Yasin  Salma,  Commissioner 
Robert  Werbe,  Commissioner 

Thru:    Anson  B  Moran,  General  Manager 

From;  W,  H.  Laws^^/I^ 

Re:      Revised  Rate  Report 

We  are  transmitting  to  you  with  this  memorandum  a  revised  report  containing  the  staff  rate 
recommendations  for  the  1995-96  Fiscal  Year  We  are  now  recommending  no  adjustments  be 
made  to  any  rate.  This  is  change  from  our  prior  recommendation  which  included  a  5.4%  rate 
reduction  applicable  to  suburban  resale  service.  Since  the  public  hearing  on  April  23,  we 
polled  project  managers  in  UEB,  the  Water  Department  and  Hetch  Hetchy  regarding 
anticipated  project  completions  for  both  1994-95  and  1995-96  The  dollar  value  of  the 
anticipated  additions  to  the  wholesale  rate  base  during  the  two  year  are  sufficient  to  reduce 
the  calculated  over  payment  by  suburban  customers  from  5  4%  of  forecast  revenues  to  0  8% 
of  forecast  revenues.  Although  the  revised  calculation  of  Suburban  Revenue  Requirement  still 
indicates  a  slight  over  payment  in  1995-96,  the  Settlement  Agreement  only  requires  the  City 
to  make  a  rate  reduction  when  the  over  payment  exceeds  2%  of  forecast  revenues 
Consequently,  we  are  recommending  no  adjustment  in  rates  be  made. 

The  determination  of  the  Suburban  Revenue  Requirement  requires  the  development  of 
forecasts  of  revenues,  expenditures  and  plant  additions  for  two  fiscal  years,  1994-95  and 
1995-96    Because  the  current  fiscal  year  is  nearly  completed,  we  can  anticipate  revenues, 
expenditure  and  plant  addition  with  a  good  degree  of  certainty    In  developing  estimates  for 
1995-96,  we  have  relied  on  the  budget  adopted  by  Commission,  an  analysis  of  historical 
patterns  of  water  sales,  revenues  and  expenditures,  and  engineering  judgement    The  forecasts 
we  have  develop  for  1995-96  reflect  our  best  estimates  of  future  operatmg  results  based  on 
the  information  we  have  available.  No  forecast  can  exactly  predict  the  future.  However,  we 
do  believe  our  forecasts  reflect  a  good  faith  effort  to  estimate  revenues,  expenditures  and 
plant  additions  and  we  have  incorporated  those  forecasts  into  our  determination  of  the 
Suburban  Revenue  Requirement  in  accordance  with  the  Settlement  Agreement  between  the 
City  and  its  suburban  customers. 


SAN  FRANCISCO  WATER  DEPARTMENT 
PUBLIC  UTILITIES  COMMISSION 


REPORT  ON 
REVENUE  REQUIREMENT  AND  RATES 
FOR 

FISCAL  YEAR  1995-96 


425  MASON  STREET 
SAN  FRANCISCO,  CALIFORNIA  94102 


REVISED  MAY  17,  1995 


REPORT  ON 
REVENUE  REQUIREMENT  AND  RATES 
FOR 

FISCAL  YEAR  1995-96 

On  March  8,  1995.  the  San  Francisco  Public  Utilities  Commission  approved 
Resolution  No.  95-0051  settmg  the  date,  time  and  place  for  a  public  hearing  on  proposed 
water  rate  adjustments  for  fiscal  year  beginning  July  1,  1995.  The  hearing  will  be  held  on 
Apnl  25,  1995  at  2:00  p.m.  in  Room  402,  1155  Market  Street  San  Francisco,  California. 

The  following  pages  provide  a  description  of  proposed  rate  adjustments  and  revenue 
requirement  analyses  supporting  the  rate  recommendations.  All  schedules  will  be  effective 
July  1,  1995. 
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ENVIRONMENTAL  QUALITY  ACT  STATEMENT 

The  proposed  rate  adjustments  for  customers  supplied  by  the  San  Francisco  Water 
Department  are  for  the  purpose  of  meeting  operating  expense,  including  employee  wages 
and  fringe  benefits,  purchasmg  or  leasmg  of  supplies,  equipment  or  materials,  meeting 
financial  reserve  requirements,  obtaining  funds  for  capital  projects  necessary  to  maintain 
service  within  the  existmg  service  areas  and  for  other  budgetary  requirements  of  the  San 
Francisco  Water  Department.  Therefore,  under  Section  2l690(b){8)  of  the  State  of 
California  Natural  Resource  Code,  environmental  review  of  this  proposed  rale  modification 
is  not  required. 
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SAN  FRANCISCO  WATER  DEPARTMENT 

PUBLIC  UTILITIES  COMMISSION 

REPORT  ON 
REVENUE  REQUIREMENT  AND  RATES 
FOR 

FISCAL  YEAR  1995-96 


INTRODUCTION 


This  report  presents  the  results  of  an  analysis  of  revenue  requirement,  cost  of  service 
and  rates  for  water  service.  An  estimate  of  the  revenue  requirement  for  the  fiscal  year 
begmning  July  1,  1995  has  been  developed  based  on  the  budget  adopted  by  the  Public 
Utihties  Commission  ("Commission")  at  its  regular  meeting  on  January  31  1995  The 
revenue  requirement  of  the  water  system  includes  operation  and  maintenance  expenses 
principal  and  interest  payments  on  long  term  debt  sold  to  finance  system  improvements  and 
capital  projects  funded  from  operating  revenues. 

The  cost  of  service  analysis  entails  the  allocation  of  the  water  svstem's  revenue 
requirement  between  categories  of  service  based  on  their  respective  use  of 'system  facilities 
1  he  Department  provides  two  categones  of  service  -  Retail  and  Suburban  Resale  The 
Water  Department  provides  retail  service  to  residential,  commercial,  industnal  and 
municipal  customers.  The  majonty  of  the  Water  Department's  retail  customers  are  located 
withm  the  corporate  boundaries  of  the  City.  The  Department  also  provides  retail  seivice 
outside  of  the  City  to  a  small  number  of  customers  who  are  served  directly  from  the 
Department  s  transmission  pipelines.  In  addition  to  retail  service,  the  Water  Department 
provides  water  for  resale  to  thirty  water  utilities  which  in  turn  provide  retail  water  service 
in  ban  Mateo,  Santa  Clara  and  Alameda  counties. 

The  distribution  of  costs  between  retail  and  resale  customer  categories  provides  the 
basis  for  the  design  of  a  schedule  of  rates  for  seivice.  The  Department's  schedule  of  rates 
includes  general  rates  applicable  to  residential,  commercial  and  industnal  service  and  special 
rates  applicable  to  pnvate  fire  protection,  docks  and  shipping,  and  public  uses 


REVENUES  UNDER  EXISTING  RATES 


The  revenues  available  to  meet  the  Water  Department's  revenue  requirement  include 
service  charges,  rents,  other  operating  revenues,  interest  income  on  earned  invested  funds 
and  other  non-operating  income.  The  Water  Department's  current  schedule  of  rates  wai 
adopted  by  the  Commission  on  May  10,  1994  and  became  effective  with  water  bills  for 
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ser^ce  rendered  on  or  after  July  1.   1994.    Xhe  current  schedule  of  rates  for  residential 
commercial  and  industrial  service  has  a  monthly  service  charge  based  on  meter  size  and  L 
uniform  volume  charge.  The  rate  applicable  for  suburban  resale  has  a  similar  rate  structure 
A  copy  of  the  current  schedule  of  rates  is  included  as  an  appendix  to  this  report. 

Estimates  of  revenues  under  existing  rates  are  based  on  an  analysis  of  the  number 
of  customers  and  the  corresponding  water  volumes  used  by  those  customers.  Using 
projected  billing  units  and  the  existmg  rates,  retail  and  suburban  resale  revenues  are 
estimated  to  be  $55,691,123  and  $54,684,561  respectively  m  1995-96. 

Other  revenues  are  derived  from  leases  of  Water  Department  lands,  custom  work 
reimbursements,  interest  income  and  other  miscellaneous  sources.  Other  revenues  from  all 
sources  are  estimated  to  be  $12,203,000  in  1995-96. 


REVENUE  REQUIREMENTS 


The  water  system  revenue  requirement  includes  operation  and  maintenance  expense, 
principal  and  interest  payments  on  long  term  debt,  and  capital  improvement  projects  to  be 
funded  from  operatmg  revenues.  Operation  and  maintenance  expenses  include  the  wages 
and  salaries,  fringe  benefits,  professional  services,  power  and  energy  costs,  water  treatment 
chemicals,  other  matenals  and  supplies,  non-professional  services  and  administration  costs 
required  to  provide  service  to  customers.  Operation  and  maintenance  expense  is  estimated 
to  be  $77,874,576  for  1995-96. 

The  Water  Department  has  one  general  obligation  bond  issue  and  three  revenue 
bond  issues  outstanding.  The  various  bond  issues  were  sold  to  finance  the  costs  of  major 
capital  additions.  Debt  service  payments  which  include  principal  and  interest  are  estimated 
to  be  $16,705,691  m  Fiscal  Year  1995-96. 

Facilities  maintenance  and  capital  improvement  projects  of  routine  or  recurring 
nature  are  included  as  part  of  the  Water  Department's  revenue  requirement.  These  projects 
typically  include  minor  construction,  major  maintenance  and  restoration  projects,  planning 
studies,  and  engineering  design.  Revenue  financed  facilities  maintenance  and  capital 
improvement  projects  are  estimated  to  be  S26.169.6I7  for  1995-96. 

The  total  revenue  requirement  for  the  water  system  is  estimated  to  be  $120,749,885. 
However,  to  determine  the  revenue  requirement  for  rate  purposes,  the  revenue  derived  from 
other  operating  and  non-operatmg  sources  are  deducted  from  the  total  revenue  requirement. 
The  revenue  requirement  to  be  met  from  rates  for  Fiscal  Year  1995-96  is  estimated  to  be 
$108,546,883. 
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ADEQUACY  OF  REVENUES  UNDER  EXISTING  RATES 

The  estimates  of  revenues  and  revenue  requirement  provide  an  indication  of  the 
ability  of  existing  rates  to  meet  the  cash  needs  of  the  water  system.  In  addition  to  meeting 
cash  needs,  the  revenues  of  the  water  system  must  also  be  sufficient  to  meet  the  terms  and 
conditions  of  the  Water  Department's  bonds  indentures.  Those  indentures  require  the  net 
revenues  of  the  water  system,  which  is  defined  as  all  revenues  less  operation  and 
maintenance  expenses,  be  not  less  than  125%  of  the  sum  of  the  Water  Department's  annual 
debt  service  payments.  This  requirement  assures  the  holders  of  the  Water  Department's 
bonds  that  the  Water  Department  is  able  to  generate  sufficient  revenue  to  operate  and 
maintain  the  water  system.  Table  1  presents  projected  operating  results  under  existing  rates 
for  Fiscal  Year  1995-96. 

The  comparison  of  estimated  revenues  under  existing  rates  to  projected  revenue 
requirements  mdicates  the  Water  Department  is  able  to  meet  both  the  cash  requirements 
of  the  water  system  and  the  debt  service  coverage  requirement  specified  in  the  Water 
Department's  bond  indentures. 


COST  OF  SERVICE 

The  total  revenue  requirement  to  be  denved  from  water  service  charges  is 
synonymous  with  total  cost  of  service.  As  a  basis  for  developing  equitable  rates,  those  costs 
are  allocated  between  retail  and  suburban  resale  service  based  on  their  respective  service 
requirements  and  in  accordance  with  the  provisions  of  the  Settlement  Agreement  and 
Master  Water  Sales  Contract  between  the  City  and  its  suburban  customers. 

Under  the  Settlement  Agreement  and  Master  Water  Sales  Contract,  the  cost  of 
service  is  calculated  on  a  "utility  basis"  which  includes  a  pro-rata  share  of  operation  and 
maintenance  expense  plus  depreciation  and  return  on  net  value  of  water  facilities  used  to 
provide  suburban  resale  service.  To  calculate  the  cost  of  service  allocated  to  suburban 
resale,  costs  and  plant  are  first  classified  as  City-Direct.  Suburban-Direct,  or  Joint  costs  and 
investment.  The  Costs  and  investment  are  then  allocated  between  the  City  and  suburban 
customers  based  on  their  respective  service  requirements. 

Most  operating  costs  are  allocated  based  on  water  volumes.  For  example,  the  cost 
of  water  treatment  is  primarily  a  function  of  the  volume  of  water  treated.  Consequently, 
these  costs  are  allocated  based  on  the  volume  of  water  delivered.  A  few  operating  costs 
such  as  meter  reading  and  billing  are  related  to  the  number  of  customers  served.  However, 
the  Settlement  Agreement  and  Master  Water  Sales  Contract  specifies  the  suburban  resale 
customer  will  be  allocated  2%  of  the  customer  accounts  expense.  Administrative  and 
general  expenses  are  allocated  based  on  the  subtotal  of  all  other  operating  expenses. 
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TABLE  1 

PROJECTED  OPERATING  RESULTS  UNDER  EXISTING 

FY  1995-96 


OPERATING  INCOME 
RETAIL  WATER  SALES 
SUBURBAN  RESALE 
RENTS 

INTEREST  INCOME 
OTHER  INCOME 
TOTAL  INCOME 

OPERATING 
EXPENSES 

NET  REVENUE 

CAPITAL 
IMPROVEMENTS 

DEBT  SERVICE 

SURPLUS  OR  DEFICIT 

DEBT  SERVICE 
COVERAGE 


PROJECTED 
OPERATING 
RESULTS 
$ 

55,691,223 
54,684,561 
4,665,000 
3,200,000 
4.338.000 
122,578,784 

77.874,576 

44,704,208 
26,169,617 

16,705,690 
1.828,901 
268% 
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Plant  investment  is  classified  as  related  to  volume,  maximum  day  use.  maximum  hour 
use.  City-Direct.  and  Suburban  Resale-Direct  cost  components.  The  classification  of  plant 
investment  may  differ  from  the  corresponding  operatmg  cost.  For  example,  water  treatment 
costs  are  aJIocated  based  on  volume,  but  the  investment  in  water  treatment  facilities  are 
allocated  based  on  maximum  day  rate  of  use  because  treatment  plants  are  designed  to  meet 
that  operating  parameter. 

DepreciatioD  expense  and  return  are  allocated  based  on  the  allocation  of  plant 
investment.  Return  is  computed  based  on  allocated  net  plant  investment  (i.e.,  the  original 
cost  of  plant  less  accumulated  depreciation)  and  the  Water  Department's  weighted  cost  of 
capital.  The  cost  of  capital  is  weighted  by  the  proportion  of  plant  investment  financed  by 
debt  and  by  the  proportion  finance  by  revenues. 

The  operating  costs  and  plant  investment  for  Hetch  Hetchy  Water  and  Power  are 
allocated  in  a  similar  manner.  Costs  are  first  classified  as  Power  Specific,  Water  Specific 
and  Joint.  The  classified  costs  are  then  allocated  between  retail  and  suburban  resale  based 
on  their  respective  service  requirements. 

To  adjust  for  the  difference  between  the  "utility  basis"  used  to  determine  suburban 
resale  cost  responsibility  and  the  "cash  basis"  used  to  determine  retail  costs  responsibility, 
the  depreciation  and  return  components  of  the  suburban  resale  costs  responsibility  are 
shown  as  deductions  to  retail  service  cost  responsibility.  Table  2  summanzes  revenues  under 
existing  rates  and  allocated  costs.  Based  on  this  analysis,  rates  for  retail  water  service  and 
rates  for  suburban  resale  water  service  will  provide  revenues  which  exceed  the  revenue 
requirement  to  be  recovered  through  rates  by  3.96%  and  0.83%,  respectively. 


RETAIL  RATE  ADJUSTMENT 

Based  on  the  analysis  of  revenues  and  revenue  requirement,  the  rates  for  retail  water 
service  could  be  reduced  3.96%.  No  adjustment,  however,  is  proposed.  The  Water 
Department's  revenue  requirement  does  not  include  any  reserve.  Prudent  financial 
management  requires  the  Water  Department  budget  some  reserve  to  provide  an  allowance 
for  fluctuations  in  water  sales  which  might  affect  revenues  and  to  provide  for  unanticipated 
and  consequently  unbudgeted  expenditures.  The  estimate  revenue  surplus  which  is  1.8% 
of  the  total  revenue  requirement  is  less  than  a  minimum  reserve  amount. 

In  1994-95,  the  Commission  combined  several  retail  rates  into  a  single  retail  rate  with 
a  conservation  feature.  The  Commission's  intent  was  to  both  simplify  rate  administration 
and  promote  conservation.  By  the  end  of  March,  more  than  85%  of  retail  customers  had 
submitted  their  affidavit  certifying  compliance  with  the  City's  conservation  ordinances  and 
were  receiving  a  lower  rate.  Retail  water  sales  through  February  were  generally  unchanged 
from  the  prior  year.  Since  the  existing  rate  structure  is  meeting  the  Commission's  rate 
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TABLE  2 

ESTIMATED  REVENUES  AND  EXPENDITURES 
UNDER  EXISTING  RATES 
FISCAL  YEAR  1995-96 


CITY 

It 

9 

SUBURBAN 

s 

TOTAL 
$ 

BEGINNING  BALANCE 

828,051 

BALANCING  ACCOUNT 

S6n  2Q4 

-J  oU.Z?'! 

KJ::VfcJNUt.o 

SALE  OF  WATER 

55  691  223 

Jt.WO'tyJO  1 

RENTS 

4.665,000 

INTFRFST  TNrOMF 

3.200,000 

MISCELLANEOUS 

4.J38.U0U 

TOTAL  REVENUES 

54.684.4 17 

1 224!  78,784 

TOTAI   AVAIT  ARI  P  PI  FMn*; 

54,124.267 

123.406.835 

ALLOCATION  OF  FUNDS 

OPERATING  COSTS 

47.845.455 

30.029,121 

77,874^76 

DEBT  SERVICE-G.O.  BONDS 

1.367,000 

1,367.000 

riFRT  SFRVIPP  RPVPMTTP  ROKir^C 
LJC13  I  oc-iv  V  iv-c.- j\c  V  rif'' U tl  dUINUo 

15.330,090 

15.338,690 

FM/CIP 

-:o.io9.oI7 

26,169.617 

SURTOTAi  FXPPNnrri  rn p*; 

yu,  /ZU,  /OZ 

30.029,121 

120,749,883 

-7,989,326 

7.989,326 

SUBURBAN  RETURN 

-15.614.415 

15,614.415 

[Krrpn  pcT 
ii>  1  i^ix do  t 

-39221 

39,221 

TOTAL  ALLOCATION 

67,077,800 

53.672,083 

120,749.883 

SURPLUS  OR  DERCrr 

2,204.768 

452,184 

2,656,952 

REQUIRED  ADJUSTMENT 

-3.96% 

-0.83% 

-2.41% 
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objective  of  providing  adequate,  stable  revenues  and  promoting  conservation,  no  changes 
in  rate  structure  are  proposed.  -.is^* 

Table  3  compares  the  Water  Department's  rate  applicable  to  residential  ser/ice  to 
the  rate  of  other  water  agencies  in  the  San  Francisco  Bay  Area.  As  shown  the  Water 
Department's  rate  is  among  the  lowest  quarter  in  the  San  Francisco  Bay  Area 


TABLE  3 

COMPARISON  OF  TYPICAL  MONTHLY  WATER  BILLS 


RATES         SINGLE  FAMILY     MULTI-FAMILY  MULTI-FAMILY 
WATER  PROVrPER  ADOPTED        RESIDENTIAL'        RESIDENTIAL'  RESIDENTIAL^ 

4  S  $ 


San  Francisco 

7/1/94 

11J9 

36.20 

105.10 

Alameda  CWD 

1/1/95 

12.77 

39.54 

106.02 

Cal  Water  (South  S.F.) 

7/25/94 

14^6 

47.59 

116.98 

Daly  City 

7/1/92 

8.75 

61J0 

179.80 

East  Bay  MUD 

7/1/94 

1333 

46.16 

138.74 

Hayward 

7/1/94 

U.50 

42.00 

111.90 

Marin  MWD 

3/1/95 

24.12 

62.80 

163.00 

Palo  Alto 

7/1/94 

13.80 

45.20 

lllJO 

San  Jose 

7/1/93 

14.64 

46J4 

125.84 

Santa  Clara 

6/14/94 

10.99 

31.40 

93^0 

'  Based  on  5/8"  meter  and  monthly  use  of  7  Ccf 
'  Based  on  1  1/2"  meter  and  monthly  use  of  20  Ccf 
■*  Based  on  3"  meter  and  monthly  use  of  SO  Ccf 


SUBURBAN  RESALE  RATE  ADJUSTMENT 

The  San  Francisco  Water  Department  delivers  water  on  a  wholesale  basis  to  30  water 
agencies  ("Suburban  Customers")  outside  the  City  and  County  of  San  Francisco.  In  1984, 
the  Water  Department  and  its  Suburban  Customers  approved  a  Settlement  Agreement  and 
Master  Water  Sales  Contract  which  resolved  litigation  pending  smce  1974  and  established 
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the  method  for  computing  the  suburban  resale  rate.  As  a  result  of  the  Settlement 
Agreement  and  Master  Sales  Contract,  annual  rate  adjustments  for  suburban  resale  are 
based  on  the  distnbution  of  costs  between  the  categories  of  service  provided  by  the  Water 
Department  (i.e..  retail  and  suburban  resale). 

Each  year,  the  Water  Department  develops  a  budget  coordinated  rate 
recommendation  to  recover  the  allocation  of  operating  costs  to  the  Suburban  Customers 
plus  depreciation  and  retuni  on  the  net  plant  investment  used  to  provide  suburban  resale 
service.  The  net  plant  investment  is  calculated  based  on  the  original  cost  less  accumulated 
depreciation  of  debt  funded  assets  and  revenue  funded  assets  added  since  1984.  Because 
the  rate  recommendation  is  based  on  a  projected  revenues  and  allocated  costs  the 
Settlement  Agreement  and  Master  Contract  includes  a  provision  which  requires  the  Water 
Department  at  the  close  of  each  fiscal  year  to  calculate  the  difference  between  actual 
revenues  and  costs  and  to  place  any  over  payments  or  under  payments  in  a  Balancing 
Account.  Any  amounts  in  the  Balancing  Account  including  interest  are  factored  into  the 
rate  calculation  for  the  following  year.  For  example,  in  developing  this  year's  rate 
recommendation,  the  Water  Department  estimates  Suburban  Customers  will  under  pay  their 
allocated  cost  m  current  fiscal  year  by  $560,294.  That  amount  plus  interest  of  $39,221  is 
added  to  from  the  estimated  Suburban  Revenue  Requirement  tor  Fiscal  Year  1995-96. 

Because  Suburban  Customers  pay  in  direct  proportion  to  the  service  they  receive 
from  the  Water  Department,  they  do  not  receive  anv  credit  from  other  revenue  sources  in 
detennming  the  cost  of  service  to  be  recovered  through  rates.  The  existing  rate  structure 
consists  of  a  monthly  service  charge  based  on  meter  size  and  tvpe  and  a  uniform  volume 
charge.  The  volume  charge  portion  of  the  Suburban  Resale  rate  represents  approximately 
95%  of  total  resale  revenues  received  by  the  Water  Department.  Consequently,  estimating 
water  sales  is  a  key  component  in  the  rate  setting  process.  An  analysis  of  year-to-date  water 
sales  through  February  which  shows  a  slight  decrease  compared  to  the  same  period  in  Fiscal 
Year  1993-94.  the  Water  Department  estimates  water  sales  for  the  cun-ent  fiscal  year  will 
total  73.443,000  Ccf.  Water  sales  to  Suburban  Customers  in  Fiscal  Year  1995-96  are 
projected  to  increase  2.7%  over  the  current  vear  sales  and  will  total  75,427  00  Ccf  The 
projected  sales  of  75.427,000  Ccf  were  used  for  calculating  revenues  under  existing  rates 
allocating  costs,  and  determining  the  required  rate  adjustment  percentage. 

The  allocated  cost  of  service  for  suburban  resale  service  for  Fiscal  Year  1995-96  is 
$53,632,862.  With  the  addition  of  a  projected  under  payment  of  $599,515  including  interest 
dunng  Fiscal  Year  1994-95.  the  Suburban  Revenue  Requirement  to  be  recovered  through 
rates  is  $54,232,377.  The  projected  sales  of  75,427.000  Ccf  will  produce  $54,684,561  in  water 
sales  revenue  which  will  result  in  an  over  payment  of  $452,184.  Based  on  the  anticipated 
over  payment,  the  Suburban  Resale  rate  could  be  reduce  0.83%  or  $0,006  per  Ccf.  Section 
5.07  of  the  Settlement  Agreement  provides  that  in  any  year  which  the  projected  Suburban 
Payment  exceeds  the  projected  Suburban  Revenue  Requirement  by  more  than  2%,  the  rates 
applicable  to  suburban  purchasers  shall  be  reduced  to  generate  revenues  which  result  in  a 
projected  amount  in  the  Balancing  Account  of  +/-  $50,000.  Section  5.07  further  states  that 
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nothing  in  the  Agreement  shall  prohibit  or  compel  a  rate  reduction  when  the  over  payment 
is  2%  or  less.  Because  the  projected  over  payment  is  only  0.83%  of  the  projected  revenues, 
no  adjustment  in  the  Suburban  Resale  rate  is  proposed. 

SCHEDULE  OF  RATES 

The  schedule  of  the  rates  which  is  currently  in  effect  and  which  is  recommended  to 
be  continued  for  fiscal  year  beginning  July  1,  1995  is  included  as  an  appendix  to  this  report. 
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APPENDIX 


EXISTING  SCHEDULE  OF  RATES 


A:\RATES.AXB 


SAN  FRANCISCO  WATER  DEPARTMENT 
PUBLIC  UTILITIES  COMMISSION 


EXISTING  RATES  SCHEDULES 
FOR 

WATER  SERVICE 


425  MASON  STREET 
SAN  FRANCISCO,    CALIFORNIA  94102 

JULY  1,  1994 


A-1 


SAM    FRANCXSCO    WATER  DEPARTHEZfT 
PUBLIC   UTILITIES   COMMISSION   OF   SAN  FRANCISCO 
RATE   SCHEDULES    FOR   WATER  SERVICE 
JULY   1,  199.4 
APPLICABLE  WITHIN  THE  LIMITS  OF  THE 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


SCHEDULE  W-1.  RESIDENTIAL,  COMMERCIAL,  INDUSTRIAL  AND  GENERAL 
USES. 

Bills  for  all  metered  services ,  excepting  special  shipping 
services,   shall  consist  of: 

FIRST:  A  SERVICE  CHARGE  based  on  the  size  of  the  raeter.  For  two- 
month  (bi-monthly)  billing  the  charge  shall  be  twice  the  amounts 
shown. 


METER  MONTHLY 
SIZE  CHARGE 


5/8 

in 

$  3.20 

3/4 

in 

5. 10 

1 

in 

8  .  70 

1-1/2 

in 

12  .80 

2 

in 

23  .  40 

3 

in 

46,  60 

4 

in 

93  .  30 

6 

in 

140. 00 

3 

in 

187. 00 

10 

in 

233 . 00 

12 

in 

280 . 50 

16 

in 

373 . 00 

The  service  charge  for  a  battery  of  meters  installed  on  one  service 
in  lieu  of  one  raeter  or  for  a  special  type  of  meter  shall  be  based 
on  the  size  of  single  or  multiple  standard  type  meters  of 
equivalent  capacity . 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries  $1.17  per  100  cu.  ft. 
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OR     SECOND:  A     CHARGE     FOR     WATER     DELIVERED     based     on     two-montti      <  fc.  i. - 

raonthJ-y)     meter"    ireadings  : 

For-   all    deliver-ies  $1.17    per    lOO    cu .  £t. 

After  March   1,    1995,    the   following  shall  apply: 

For  Customers  who  have  submitted  Conservation  Affidavit  to  the 
Water  Department . 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries  $1.17  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly) meter  readings: 

For  all  deliveries  $1.17  per  100  cu.  ft. 

For  Customers  who  have  not  submitted  Conservation  Affidavit  to  the 
Water  Department, 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries  $1.75  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries  $1.75  per  100  cu.  ft. 

SCHEDULE  W-2 .      FIRE  SERVICE 

Covering  only  straight  fire  service  required  by  the  regulations  of 
the  San  Francisco  Fire  Department  or  the  Underwriters  having 
jurisdiction,  installed  and  maintained  according  to  the  rule, 
regulations  and  specifications  of  the  San  Francisco  Water 
Department  and  for  which  the  installation  charge  has  been  paid  in 
accordance  with  Schedule  W-41: 

FIRST:      A  MONTHLY  SERVICE  CHARGE  based  on  the  size  of  service: 


1  in 
1-1/2  in 

2  in 

3  in 

4  in 


$  8  .  50 
$12 . 90 
$23 . 50 
$41 . 00 
$54 . 70 


6  in 
8  in 
10  in 
12  in 


$  81.90 
$109 . 80 
$119 .80 
$163 . 70 


The  service  charge  for  a  battery  of  meters  installed  on  one  service 
in  lieu  of  one  meter  shall  be  based  on  the  size  of  a  single  meter 
of  equivalent  capacity. 
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OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  tjased  on  two-montti  (bi- 
monthly)   meter  readings: 

For  all  deliveries  $1,17   per   100   cu .  ft. 

After  March  1,    1995,    the  following  shall  apply: 

For  Customers  who  have  submitted  Conservation  Affidavit  to  the 
Water  Department. 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries  $1.17  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries  $1.17  per  100  cu.  ft. 

For  Customers  who  have  not  submitted  Conservation  Affidavit  to  the 
Water  Department. 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries  $1.75  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries  $1.75  per  100  cu.  ft. 

SCHEDULE  W-2.      FIRE  SERVICE 

Covering  only  straight  fire  service  required  by  the  regulations  of 
the  San  Francisco  Fire  Department  or  the  Underwriters  having 
jurisdiction,  installed  and  maintained  according  to  the  rule, 
regulations  and  specifications  of  the  San  Francisco  Water 
Department  and  for  which  the  installation  charge  has  been  paid  in 
accordance  with  Schedule  W-41: 

FIRST:     A  MONTHLY  SERVICE  CHARCE  based  on  the  size  of  service: 


1  in 
1-1/2  in 

2  in 

3  in 

4  in 


$8.60 
$12 . 90 
$23 . 50 
$41. 00 
$54 .70 


6  in 
8  in 
10  in 
12  in 


$  81.90 
$109 . 80 
$119. 80 
$163 .70 


The  service  charge  for  a  battery  of  meters  installed  on  one  service 
in  lieu  of  one  meter  shall  be  based  on  the  size  of  a  single  meter 
of  equivalent  capacity. 


A-3 


SECOND:       A    CHARGE    FOR    WATER  DELIVERED 


If  the  water  is  used  for  any  purpose  other  than  extinguishing 
accidental  fires,  the  Schedule  W-1  rates  for  water  delivered  shall 
apply. 


SCHEDULE  W-3.      PUBLIC  USES  AND  FIRE  PROTECTION 

FIRE  HYDRANTS  attached  to  the  system  of  the  San  Francisco  Water 
Department    $23.00  per  month 

Applying  to  all  water  furnished  to  San  Francisco  Municipal 
Departments : 

PUBLIC  BUILDING,    PARKS  AND  OTHER 

METERED  SERVICE    SCHEDULE  W-1 

STREET  SPRINKLING  AND  FLUSHING.  Quantities  to  be  computed  from 
records  of  tank  wagons  and         billed  as  one  amount. 

No  service  charge  to  apply  SCHEDULE  W-1 


SCHEDULE  W-4.      DOCKS  AND  SHIPPING  SUPPLY 


For  regularly  metered  service   .    .    .       SCHEDULE  W-1 


For  SPECIAL  SHIPPING  SERVICE  including  hose  truck  and  other  special 
service  from  open  docks  through  common  hydrants  where  delivery  is 
not  through  a  service  and  meter  for  which  the  customer  is 
responsible: 

FIRST:      A  SERVICE  CHARGE 

on  each  meter  ^  $110.00 

SECOND:     A  CHARGE  FOR 

WATER  DELIVERED    SCHEDULE  W-1 

MINIMUM  BILLING:  In  application  of  the  special  shipping  rates, 
minimum  bills  shall  be  the  service  charge  plus  the  charge  for  3,300 
cubic  feet  of  water . 

SCHEDULE  W-5.      BUILDERS  AND  CONTRACTORS 

BUILDERS'  AND  CONTRACTORS'  SUPPLY  FOR  METERED  SERVICE  through  fire 
hydrants  and  other  metered  service  (Contractor  to  obtain  permission 
for  use  of  fire  hydrants  from  the  San  Francisco  Fire  Commission) : 
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FIRST:  A    METER  CONNECTION 

CHARGE    $65 . 00 

SECOND:        A  SERVICE  CHARGE  and  a  CHARGE  FOR 

WATER  DELIVERED    SCHEDULE  W-1 

FOR  UNMETERED  SERVICE  through  fire  hydrants  and  other  unmetered 
services  by  special  arrangement  with  San  Francisco  Water  Department 
(Contractor  to  obtain  permission  for  use  of  fire  hydrants  from  the 
San  Francisco  Fire  Commission) : 

FIRST:  A  service  charge  on  each  billing  $41.80 

SECOND:         A  charge  for  water  delivered: 

To  be  based  on  the  estimated  quantities  of  water  delivered  as 
computed  by  the  San  Francisco  Water  Department  and  billed  in 
accordance  with  Schedule  W-l  rates. 

SCHEDULE  W-21.      RESIDENTIAL,    COMMERCIAL,    INDUSTRIAL  AND 
GENERAL  USE: 

Bill  for  all  metered  service,  excepting  fire,  irrigation  and  resale 
service,   shall  consist  of: 

FIRST:     A  SERVICE  CHARGE  based  on  the  size  of  the  meter.     For  two- 
month   (bi-monthly  billing  the  charge  shall  be  twice  the 
amounts  shown . 


METER 
SIZE 

MONTHLY 
CHARGES 

5/8 

in 

$      4  .30 

3/4 

in 

7.50 

1 

in 

13  .  00 

1  1/2 

in  1 

18.90 

2 

in 

34  .  80 

3 

in 

69  .40 

4 

in 

139 . 00 

6 

in 

207 . 50 

8 

in 

278. 00 

10 

in 

347. 00 

12 

in 

417 . 00 

16 

in 

556 . 00 
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The  service  charge  for  a  battery  of  meters  installed  on  one  service 
in  lieu  of  one  meter  or  for  a  special  type  of  meter  shall  be  based 
on  the  size  of  single  or  multiple  standard  type  meters  of 
equivalent  capacity . 

SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings: 

For  all  deliveries   $1.11  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries   $1.11  per  100  cu.  ft. 

After  March  1,    1995,   the  following  charges  shall  apply: 

For  Customers  who  have  submitted  Conservation  Affidavit  to  the 
Water  Department. 

SECOND:     A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings : 

For  all  deliveries   $1.67  per  100  cu.  ft. 

OR  SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries   $1.67  per  100  cu.  ft. 

For  Customers  who  have  not  submitted  Conservation  Affidavit  to  the 
Water  Department. 

SECOND:     A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings: 

For  all  deliveries   $1.67  per  100  cu.  ft. 

OR  SECOND:      A  CHARGE  FOR  WATER  DELIVERED  based  on  two-month  (bi- 
monthly)  meter  readings: 

For  all  deliveries   $1.57  per  100  cu.  ft. 

SCHEDULE  W-22.      FIRE  SERVICE 

Covering  only  straight  fire  service  required  by  the  regulations  of 
the  Fire  Department  or  the  Underwriters  having  jurisdiction, 
installed  and  maintained  according  to  the  rules,  regulations  and 
specifications  of  the  San  Francisco  Water  Department  and  for  which 
the  installation  charge  has  been  paid  in  accordance  with  Schedule 
W-41; 
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FIRST : 


A   MONTHLY    SERVICE   CHARGE   based   on   the    service  size: 


2  in 
4  in 
6  in 
8  in 


$  13.90 
$  30.00 
$  64.60 
$103 . 40 


10  in  $148.80 

12    in  $207.40 

16   in  $362.90 


SECOND:      A  CHARGE  FOR  WATER  DELIVERED 

If  water  is  used  for  any  purpose  other  than  extinguishing 
accidental  fires,  the  applicable  schedule  of  rates  for  water 
delivered  shall  apply. 


SCHEDULE  W-2  3.     PUBLIC  USES 

FIRE  HYDRANTS  installed  and  maintained  according  to  the  rules, 
regulations  and  specifications  of  the 

San  Francisco  Water  Department     .    .      $36.00  per  month 
Other  Public  Uses    Applicable  Schedule 
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SCHEDOLE  W-2S      RESALE   USE  WITH  LONG  TERM  CONTRACT 


For   service    to   Municipalities,    Water   Districts    and   others  who 
under  long  term  contracts,   purchase  water  for  resale,    in  whole  or 
in  part,   as  water: 

FIRST:     A  SERVICE  CHARGE  base  on  the  size  of  the  meter: 
 MONTHLY  CHARGES 


DISC/COMPOUND  CREST  MAGNETIC  TURBO 

METERS  METERS  METERS  METERS 


METER 
SIZE 


5/8 
3/4 
1 

in 

$ 

9 .  00 
14  .  00 
24.  00 
34  .  00 
63  .  00 
126.00 
253 . 00 

$  

$  — 

in 

in 

1  1/2 

£. 

in 

in 

3 

in 

4 

in 

281 

.00 

459 . 00 

6 

in 

379 . 00 

545 

.  00 

999 . 00 

8 

in 

505. 00 

1,  062 

.  00 

1, 

802 

.  00 

1, 

492 . 00 

10 

in 

631. 00 

1,  378 

.  00 

2, 

698 . 00 

12 

in 

758. 00 

1,  464 

.00 

104 

.  00 

16 

in 

1, 

010.00 

4  ,  477 

.  00 

5, 

740. 00 

18 

in 

4  ,  879 
5,  051 

.  00 
.  00 

20 

in 

The  service  charge  for  a  battery  of  meters  installed  on  one  service 
in  lieu  of  one  meter  or  for  a  special  type  of  meter  shall  be  based 
on  the  size  of  single  or  multiple  standard  type  meters  of 
equivalent  capacity. 


SECOND:  A  CHARGE  FOR  WATER  DELIVERED  based  on  one  month  meter 
readings: 

$300.56  per  acre-foot  or  $0,69  per  100  cu.  ft. 
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SCHEDOZ.E    W-41.        SBRVXCE  INSTAX.X.ATIONS 


Applicable  within  and  outside  the  limits  of  the  city 
and  County  of  San  Francisco. 

Connection  charges  shall  be  established  by  the  Water  Department 
on  July  first  of  each  calendar  year  for  the  installation  of  5/8"  to 
8"  standard  services  and  fire  services.  The  charge  shall  be  based 
on  the  average  cost  of  such  service  installations  for  the  period 
July  1  through  March  31  of  the  preceding  fiscal  year  and  shall  be 
adjusted  upward  or  downward  by  the  Department  on  July  first  of  each 
calendar  year  to  reflect  changes  in  labor,  materials,  paving  and 
appurtenant  costs. 

The  charge  for  setting  each  additional  meter  on  an  existing  or 
new  service  for  residential  and  small  commercial  use  and  the  charge 
for  resetting  a  meter  on  an  existing  usable  service  shall  be 
established  in  the  same  manner  as  above . 

For  instal  lations  not  covered  in  the  above  or  when ,  in  the 
opinion  of  the  Department,  any  unusual  conditions  may  result  in 
costs  more  than  15%  greater  than  the  scheduled  costs,  the 
Department  reserves  the  right  to  make  the  installation  on  the  basis 
of  actual  costs . 

All  pipes,  valves,  fittings,  equipment,  materials,  meters,  etc. 
up  to  and  including  the  outlet  equipment  shall  remain  the  property 
of  the  Department  and  no  part  of  the  cost  will  be  refunded. 

SCHEDOLE  W-4  3,      FLOW  RESTRICTING  INSTALLATIONS: 

Applicable  to  all  water  customers  of  the 
San  Francisco  Water  Department. 

Violation  of  any  water  use  restrictions  by  any  customer  may, 
after  one  written  warning  and  in  accordance  with  all  applicable 
laws  and  legal  restrictions,  results  in  the  installation  of  a  flow 
restricting  device  on  the  customer  service  line.  The  charge  to 
install   and   remove   the   restricting   device   shall   be   as  follows: 


METER  SIZE  INSTALLATION/REMOVAL  COST 

5/8"  to  1"  $110.00 
1-1/2"  to  2"  $175.00 
3"  and  larger  Actual  Cost* 

*Actual  cost  shall  include  material,  labor,  equipment  and 
overhead  charges . 
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Continueca  violation  of  any  water  use  restr  ict  ions  may  result  in 
the  discontinuance  of  water  service  by  the  Department  and  a  charge 
of   $30.00  shall   be  paid  prior  to  reactivating  the  service. 

SCHEDULE  W-4  4.      SERVICE  FEES: 

Applicable  to  all  water  customers  of  the  San  Francisco  Water 
Department. 


RETURN  CHECK  CHARGE  $10.00 

A  return  check  charge  shall  be  applied  to  any  account  whose  check 
payment  is  returned  to  us  due  to  insufficient  funds,  closed 
accounts  or  any  other  valid  reason  why  the  customer's  bank  did  not 
honor  the  check .  This  charge  will  be  made  for  every  such 
occurrence. 
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Call  to  Order; 


1:50  p.m. 


Present:  President   Morton   Miller,   Vice   President   E,    Dennis  Normandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Normandy,  the  Minutes  of 
the  Regular  Meeting  of  May  9,  1995  were  approved. 


RESOLUTION 
NO. 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted  in  closed  session: 

Approving  partial  settlement  with  PSG  Corrosion  Engineenng,  Inc. 
and  Amencan  Construction  and  Supply  in  the  case  of  CCSF  v. 
Ameron,  Inc.,  San  Francisco  Supenor  Court  No.  927-962  and 
Santa  Clara  County  Superior  Court  No.  CV-738095. 

VOTE;  AYES    -    Miller,  Otsea,  Salma,  Werbe 

EXCUSED  -  Normandy 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-0082  'WD       Adopting  findings  regarding  the  operation  of  Lake  Merced  and  the 

undehying  Merced  aquifer  and  directing  staff  to  take  actions  to 
protect  the  water  level  of  Lake  Merced. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea.  Salma.  Werbe 
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On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  foMowing  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 
Third  Amendment  to  the  agreement  with  David  M.  Dornbusch  & 
Company,  Inc.,  for  economic  consulting  services,  extending  the 
term  of  the  agreement  to  August  31.  1996  at  no  additional  cost. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted; 

Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 
Sixth  Amendment  to  the  agreement  with  Ellis  &  Pholeau.  P.C,  to 
provide  legal  services  relating  to  Federal  Energy  Regulatory 
Commission  heanngs,  extending  the  term  of  the  agreement  to 
August  31,  1996  at  no  additional  cost. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted; 

Authorizing  the  General  Manager  of  Public  Utilities  to  execute 
Modification  7  to  the  agreement  with  Bnan  E.  Gray,  Attorney  at 
Law,  to  provide  legal  services,  increasing  the  contract  amount  by 
$60,000,  for  a  total  contract  amount  not  to  exceed  $608,000  and 
extending  the  contract  term  to  December  31,  1996. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 
Third  Amendment  to  the  agreement  with  Metzger,  Mollis,  Gordon 
&  Mortimer,  to  provide  legal  services,  increasing  the  contract 
amount  by  $600,000  for  a  total  contract  amount  not  to  exceed 
$2,009,000  and  extending  the  contract  term  to  June  30,  1996. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea.  Salma,  Werbe 
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On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0087  HH       Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 

Fourth  Amendment  to  the  agreement  with  Dr.  Ronald  Yoshiyama 
for  "as-needed"  consulting  services,  extending  the  contract  term  to 
August  31.  1996  at  no  additional  cost. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0088  WD       Adopting  the  recommendation  of  the  Water  Department  that  no 

adjustment  be  made  in  the  water  rates  for  water  delivered  to 
Suburban  Resale  customers. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0089  WD      Affinming  that  there  will  be  no  water  rate  adjustment  for  retail 

customers  in  San  Francisco. 

VOTE.  AYES    -    Miller,  Normandy.  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Werbe,  the  following  resolution  was  adopted: 

95-0090  WD      Authorizing  the  General  Manager  of  Public  Utilities  to  execute  an 

updated  ll-WARN  Omnibus  Mutual  Aid  Agreement  with  otherwater 
agencies  in  the  State  OES  Region  2  governing  procedures  for 
mutual  assistance  in  times  of  emergency. 

VOTE:  AYES    -    Miller.  Normandy,  Otsea,  Salma,  Werbe 
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On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted. 

95-0091  HH       Designating  June  27,  1995  at  2:00  p.m.,  Room  402.  1155  Market 

Street,  San  Francisco,  California  as  the  date,  time  and  place  for  a 
public  hearing  to  consider  findings  of  fact  and  judgment  relating  to 
the  transfer  of  funds  from  Hetch  Hetchy  Water  and  Power  to  the 
General  Fund. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0092  UEB      Approving    modification    to    the    contract   with    Pan  Marine 

Constructors,  San  Francisco  Water  Department  Contract  WD-2 181. 
Bay  Division  Pipeline  No.  1,  Timber  Trestle  Repair,  increasing  the 
contract  amount  by  $120,047;  and  extending  contract  completion 
time  for  an  additional  44  days. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

UEB  Authohzing  bid  call  for  San  Francisco  Water  Department  Contract 
No.  WD-2157,  12-Inch  Ductile  Iron  Main  Installation  in  Fairmount, 
Arlington,  Randall,  Mission,  Santa  Marina,  and  Elsie  Streets, 
Cortland  Avenue  and  Bocana  Street  between  Laidley  Street  and 
Bernal  Heights  Boulevard. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0094  UEB     Authorizing  bid  call  for  San  Francisco  Water  Department  Contract 

No.  WD-2158,  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
Fresno,  Kearny,  Union,  Varennes  Streets,  and  in  Romolo  Place. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-84 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0095  UEB     Authorizing  bid  call  for  San  Francisco  Water  Department  Contract 

No.  WD-2162.  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
Monterey  Boulevard  between  St.  Elmo  and  San  Anselmo  Streets, 
and  in  Mangels  Avenue  between  Congo  and  Detroit  Streets. 

VOTE;  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0096  UEB     Authonzing  bid  call  for  San  Francisco  Water  Department  Contract 

No.  WD-2172,  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
McCoppin  Street  between  Market  and  Otis  Streets;  in  Jessie  Street 
from  McCoppin  Street  to  South  End;  in  Stevenson  Street  between 
McCoppin  and  14th  Streets;  in  Pearl  Street  between  Market  Street 
and  Duboce  Avenue;  in  Elgin  Park  between  McCoppin  Street  and 
Duboce  Avenue;  and  in  Brosnan  Street  between  Guerrero  and 
Valencia  Streets. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0097  BP        Authorizing  the  General  Manager  of  Public  Utilities  or  his 

designated  agent  to  apply  for  federal  financial  assistance  under  the 
Federal  Disaster  Relief  Act  for  the  repair  of  property  and  facilities 
damaged  by  winter  storms. 

VOTE:  AYES    -    Miller.  Normandy,  Otsea,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public  Utilities 
Commission. 
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ANNOUNCEMENT  OF  EXECUTIVE  SESSIONS 
May  9,  1995 

Romaine  A.  Boldndge,  Commission  Secretary,  announced  that  the  Commission  met  in  closed 
session  immediately  after  the  regular  meeting  on  May  9,  1995  from  3:25  p.m.  to  4:20  p.m. 
to  confer  with  legal  counsel  regarding  the  Federal  Energy  Regulatory  Commission  (FERC), 
Project  No.  2299.  No  action  was  taken  by  the  Commission. 

May  23,  1995 

Ms.  Boldridge  reported  that  the  Commission  met  in  closed  session  prior  to  today's  meeting 
from  12:30  p.m.  to  1:30  p.m.  The  Commission  conferred  with  the  real  properly  negotiator 
regarding  leases  with  the  Redevelopment  Agency  of  the  City  of  Santa  Clara  and  Chevron 
Oil  Company.  No  action  was  taken  by  the  Commission  on  either  of  these  leases. 

The  Commission  conferred  with  legal  counsel  regarding  the  case  of  CCSF  vs.  Ameron  Inc., 
et.al.,  Case  No.  CV738095,  Santa  Clara  County,  The  Commission  unanimously  approved 
a  partial  settlement  of  this  case  with  PSG  Corrosion  Engineenng,  Inc.  and  Amehcan 
Construction  and  Supply. 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner  Salma,  the  Commission 
voted  unanimously  not  to  disclose  the  discussion  dunng  either  of  the  closed  sessions. 

Commissioner  Otsea  inquired  as  to  whether  the  closed  session  held  today  by  the 
Commission  was  contrary  to  open  meeting  laws  as  claimed  by  a  constituent.  The 
Commission  directed  the  City  Attorney's  Office  to  prepare  a  written  reply  in  this  regard. 


INTRODUCTION  OF  NEW  BUSINESS  BY  COMMISSIONERS 

Commissioner  Salma  asked  about  the  actions  that  staff  intends  to  take  concerning  leases 
that  are  about  to  expire  in  which  the  lessees  have  not  submitted  the  financial  information 
requested  by  staff.  William  H.  Laws,  Director,  Bureau  of  Finance,  stated  that  staff  would 
continue  to  follow  the  policy  of  the  Commission  not  to  negotiate  any  lease  unless  the  lessee 
provides  that  information. 

Commissioner  Salma  suggested  that  staff  should  begin  to  advertise  and  solicit  bids  for  those 
leases  which  expired  five  years  ago  where  we  have  requested  financial  information  and  it  has 
not  been  received.  Mr.  Laws  stated  that  staff  intends  to  advertise  those  leases.  Currently, 
they  are  in  the  process  of  prepanng  a  draft  Request  for  Proposals  for  the  Crystal  Sphngs 
Golf  Course  in  San  Mateo  County  and  would  be  seeking  the  approval  of  the  Commission  to 
advertise  the  bid. 
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GENERAL  MANAGER'S  REPORT 

Water  Conservation  Retrofit  Program 

John  P,  Mullane,  General  Manager,  San  Francisco  Water  Department,  reported  that  out  of 
167,000  bills  sent  out  during  the  March  through  April  billing  pehod,  23,000  or  14%  were  billed 
at  the  higher  rate.  On  March  1,  1995,  the  Water  Department  started  billing  at  a  higher  rate 
those  customers  who  had  not  filed  affidavits  stating  that  they  had  retrofitted  their  fixtures  to 
comply  with  the  water  conservation  ordinance.  This  resulted  in  an  additional  revenue  of 
$266,000  for  the  Water  Department. 


Resolution  No,  95-0082:  Adopting  findings  regarding  the  operation  of  Lake  Merced  and  the 
underlying  Merced  aquifer  and  directing  staff  to  take  actions  to  protect  the  water  level  of  Lake 
Merced. 

Joshua  D.  Milstein,  Deputy  City  Attorney,  gave  a  presentation  on  staffs  findings  and  actions 
they  proposed  to  take  to  address  the  declining  level  of  water  at  Lake  Merced. 

The  following  individuals  commented: 

Mindy  Linetzky,  read  a  letter  from  Supervisor  Kevin  Shelley,  expressing  support  in  PUC's 
effort  to  protect  the  level  of  water  at  Lake  Merced. 

Michael  D.  Abramson,  Director  of  Water  and  Wastewater  Resources  for  the  City  of  Daly  City, 
commented  in  support  of  staffs  recommendations  to  protect  the  water  level  at  Lake  Merced. 
He  requested  that  the  proposed  resolution  be  changed  to  direct  PUC  staff  to  formulate  a 
partnership  with  Daly  City  and  to  specify  the  date  by  which  PUC  staff  should  submit  a  plan 
to  evaluate  the  addition  of  other  sources  of  recharge  water  to  the  Merced  aquifer. 

Jerry  Cadagan,  representing  the  Committee  to  Save  Lake  Merced,  commented  in  support 
of  the  resolution.  He  urged  the  Commission  to  move  the  May  1996  deadline  for  Daly  City 
and  the  golf  courses  to  reach  an  agreement  regarding  tertiary  water  supply  to  September  or 
October  1995. 

Tom  Salzano,  Water  Resource  Planner.  California  Water  Service  Company,  commented  in 
support  of  the  resolution  and  urged  the  Commission  to  move  ahead  with  adopting  the 
conjunctive  use  program. 

Dennis  Monarty,  representing  the  Board  of  Directors  of  the  Olympic  Club,  spoke  in  support 
of  the  proposed  resolution.  He  commented  that  the  Olympic  Club  needed  time,  at  least  a 
year,  to  make  a  decision  on  whether  tertiary  water  would  be  acceptable  to  the  golf  courses. 
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Mr.  Milstein  concurred  with  the  following  changes:  (1 )  Change  action  No.  3,  2nd  sentence  - 
"Staff  is  further  directed  to  formulate  a  partnership...";  (2)  Change  action  No.  4  and  replace 
May  1,  1996  with  November  1,  1995  as  the  date  when  golf  courses  should  reach  a  decision 
regarding  tertiary  water;  (3)  Change  action  No.  7  to  read:  "Staff  is  directed  to  return  to  the 
Commission  with  a  plan  by  May  1,  1996...." 

The  Commission  passed  Resolution  No.  95-0082  unanimously  as  amended. 


Resolution  No.  95-0088;  Adopting  the  recommendation  of  the  Water  Department  that  no 
adjustment  be  made  in  the  water  rates  for  water  delivered  to  Suburban  Resale  Customers. 

William  Laws,  Director,  Bureau  of  Finance,  advised  that  staff  had  recalculated  the  Suburban 
Revenue  Requirement  and,  based  on  that,  they  are  no  longer  recommending  a  5.4%  rate 
reduction  to  suburban  wholesale  customers. 

Doug  Short,  General  Manager  of  Belmont  Water  District  and  President  of  the  Bay  Area 
Water  Users  Association  (BAWUA),  stated  that  they  agree  with  the  staff  recommendation  that 
there  be  no  reduction  in  the  suburban  wholesale  rate  at  this  time.  He  suggested  that  staff 
work  closely  with  BAWUA  in  the  future  and  that  documents  be  provided  to  them  in  a  timely 
manner. 

The  Commission  passed  Resolution  No.  95-0088  unanimously. 


Item  No.  (13):  Public  Hearing  -  To  consider  fee  adjustments  for  various  permits  and  services 
provided  by  the  San  Francisco  Water  Department. 

Wlliam  H.  Laws,  Director,  Bureau  of  Finance,  advised  that  this  item  was  being  withdrawn  for 
consideration  at  this  time  to  allow  staff  to  perform  additional  research  and  analysis. 


Item  No.  f14):  Authorizing  the  execution  of  a  Memorandum  of  Understanding  (MOU) 
between  the  San  Francisco  Port  Commission  and  the  San  Francisco  Water  Department  to 
allow  the  Water  Department  to  use  approximately  3, 1 91  square  feet  of  a  portion  of  Pier  33 
in  San  Francisco  to  park  an  office  trailer  and  department  vehicles  from  May  1,  1995  to  Apnl 
30,  1996  at  a  monthly  rental  of  $1,116.85. 

This  matter  was  continued  to  the  next  regularly  scheduled  Commission  meeting. 
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Resotutton  No.  95-0093:  Authorizing  bid  call  for  San  Francisco  Water  Department  Contract 
No.  WD-2157,  12-Inch  Ductile  Iron  Mam  Installation  in  Fairmount,  Arlington.  Randall,  Mission, 
Santa  Marina,  and  Elsie  Streets,  Cortland  Avenue  and  Bocana  Street  between  Laidley  Street 
and  Bernal  Heights  Boulevard. 

Commissioner  Salma  inquired  as  to  whether  bidders  could  assume  more  risks  when  they  bid 
a  contract  with  the  City.  He  noted  that  most  contracts  have  to  be  modified  for  extension  of 
time  and  additional  funds.  By  requiring  contractors  to  assume  more  risks,  we  could  avoid 
these  types  of  modifications. 

Commissioner  Salma  asked  about  the  possibility  of  expanding  the  number  of  bidders 
competing  for  contracts  let  by  PUC.  Bayard  Fong.  PUC  Contract  Compliance  Officer,  replied 
that  his  office  was  working  with  staff  to  increase  the  number  of  minorities  bidding  as  pnme 
contractors  and  to  encourage  joint  ventures. 

The  Commission  passed  Resolution  No.  95-0093  unanimously. 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:   4:10  P.M. 


Romaine  A.  Boldhdge 
Secretary 
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F*OBLIC  UXILI  1  TV1IVHSSIOM 


RESOLUTrON  No. 


95-0081 


.WHEREAS,   on  May  22,    1995  the  Public  Utilities  Commission  met 
in  Executive  Session  to  consider  a  partial  settlement  in  the  case 
rr<^v  v_  Ameror,.   Inc..   San  Francisco  Superior  Court  No.  927-962 
and  Santa  Clara  County  Superior  Court  No.  CV-738095; 

WHEREAS,   the  proposed  settlement  called  for  the  City  to 
receive  $1,500,000  from  PSG  Corrosion  Engineering,    Inc.  and 
American  Construction  and  Supply; 

WHEREAS,   the  City  Attorney  recommended  the  settlement  be 

approved ; 

WHEREAS,   after  due  consideration,   the  Commission  accepted 
the  settlement; 

It  is  hereby  resolved  that  the  above  described  settlement  is 
accepted. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  MAY     2  31995 

at  Its  meeting  of    


Secretary,  Public  Utilities  Commission 
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Whereas,  The  Public  Utilities  Commission  owns  the  Lake  Merced 
tract  as  a  utility  property  for  the  benefit  of  the  citizens  of  the 
City  and  County  of  San  Francisco;  and 

Whereas,  This  Commission  in  Resolution  No.  10, 435  dated 
January  30,  1950,  gave  the  San  Francisco  Park  and  Recreation 
Commission  the  authority  to  use  the  surface  of  the  Lake  Merced 
tract  for  recreational  use,  subject  to  the  reservoir's  primary 
purpose  of  supplying  potable  water  to  consumers  in  San  Francisco; 
and 

Whereas,  Ongoing  recreational  use  at  Lake  Merced  provides 
substantial  benefits  to  the  public,  and  the  lake  and  its  environs 
constitute  valuable  habitat  for  fish  and  wildlife  which  depend  on 
the  lake  for  survival;  and 

Whereas,  Lake  Merced' s  location  in  San  Francisco  affords  a 
unique  opportunity  for  an  emergency  potable  water  supply,  and  the 
Lake  Merced  Pump  Station  operated  by  the  San  Francisco  Water 
Department  exists  partly  for  the  purpose  of  distributing  Lake 
Merced  water  to  San  Francisco  residents  for  consumptive  and  fire 
fighting  use  in  the  event  of  an  earthquake  or  other  catastrophe; 
and 

Whereas,  Lake  Merced  is  a  surface  expression  of  the  underlying 
Merced  groundwater  aquifer  (also  known  as  the  Westside  aquifer), 
and  the  water  level  in  Lake  Merced  is  influenced  by  the  pumping  of 
groundwater  from  the  Merced  basin;  and 

Whereas,  The  water  level  in  Lake  Merced  has  declined 
precipitously  since  1987,  and  the  best  available  scientific 
evidence  indicates  that  the  cause  of  the  decline  is  groundwater 
pumping  by  the  Olympic  Club,  the  San  Francisco  Golf  and  Country 
Club,  the  Lake  Merced  Golf  and  Country  Club,  the  City  of  Daly  City, 
golf  courses  and  cemeteries  in  the  Colma  vicinity,  the  California 
Water  Service  Company  in  South  San  Francisco,  and  the  City  of  San 
Bruno,  among  others,  coupled  with  increased  urban  development  which 
has  reduced  groundwater  recharge,  the  1987-92  drought  and  a  lack  of 
inflow  to  the  lake  itself;  and 

Whereas,  Board  of  Supervisors'  Resolution  No.  389-89  urged  the 
Mayor  to  urge  this  Commission  to  implement  a  groundwater  management 
program,  to  take  every  reasonable  measure  to  ensure  a  reliable 
supply  of  water  in  the  event  of  an  emergency  or  major  earthquake, 
and  to  study  the  causes  of  the  continuing  decline  in  the  water 
level  of  Lake  Merced;  and 
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Whereas,  Board  of  Supervisors'  Resolution  No.  612-91  urged  the 
Mayor  to  urge  this  Commission  to  develop  comprehensive,  regional 
programs  for  wastewater  recycling,  groundwater  usage  and  the 
conjunctive  use  of  surface  and  groundwater  in  the  San  Francisco 
Water  Department  service  area,  and  to  enter  into  discussions  with 
major  groundwater  pumpers  overlying  the  Merced  aquifer  regarding 
development  of  recycled  water  and  mutually  beneficial  conjunctive 
use  opportunities;  and 

Whereas,  In  response  to  the  Board*  s  recommendations,  this 
Commission,  through  the  San  Francisco  Water  Department,  has 
embarked  on  a  groundwater  management  program  and  begun  discussions 
with  municipal  groundwater  pumpers  in  the  Merced  basin;  and 

Whereas,  An  environmental  impact  report,  analyzing  the 
potential  environmental  effects  of  a  draft  Groundwater  Master  Plan 
and  a  draft  Recycled  Water  Master  Plan,  proposed  by  the  Water 
Department  and  the  Department  of  Public  Works,  respectively,  is 
presently  being  prepared  by  the  Planning  Department;  and 

Whereas,  The  environmental  impact  report,  once  completed,  will 
provide  the  City  with  relevant  information  and  enable  the  City  to 
adopt  the  final  Groundwater  and  Recycled  Water  Master  Plans  and 
make  final  decisions  regarding  the  management  of  groundwater  and 
recycled  water  in  San  Francisco;  and 

Whereas,  The  San  Francisco  Water  Department  has  added  imported 
surface  water  at  the  rate  of  five  million  gallons  per  day  on 
several  occasions  in  1994  and  1995  in  an  attempt  to  stabilize  the 
water  level  of  Lake  Merced,  and  this  addition  of  water  produced 
only  a  short  term  rise  in  lake  levels  because  the  water  added  to 
the  lake  quickly  percolated  into  the  underlying  aquifer;  and 

Whereas,  Continued  unmanaged  groundwater  pumping  will  cause 
the  level  of  Lake  Merced  to  decline  further,  adversely  impacting 
recreational  use,  threatening  use  of  the  lake  as  an  emergency  water 
supply  and  potentially  causing  sea  water  intrusion  into  the  Merced 
aquifer,  thereby  destroying  the  use  of  the  aquifer  for  consumptive 
purposes;  and 

Whereas,  The  City's  planning  efforts  to  date  have  focused  on 
managing  groundwater  and  recycled  water  in  San  Francisco,  and  there 
is  an  urgent  need  to  cooperatively  manage  the  entire  Merced  basin 
in  San  Francisco  and  San  Mateo  counties;  and 

Whereas,  Pending  the  completion  of  the  environmental  impact 
report  for  the  Groundwater  and  Recycled  Water  Master  Plans,  the 
Commission  wishes  to  express  its  desire  to  protect  Lake  Merced  and 
the  underlying  Merced  aquifer,  and  urges  staff  to  conduct  the 
necessary  studies  and  investigations  to  enable  the  Commission  to 
make  the  final  decisions  to  attain  that  goal;  and 
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Whereas,  This  Commission  must  act  to  protect  land  and  water 
resources  it  owns  for  the  benefit  of  San  Francisco  water  users,  and 
to  eliminate  the  continuing  threat  to  the  health  of  Lake  Merced  and 
the  underlying  Merced  aquifer  caused  by  uncontrolled  groundwater 
pumping;  now,   therefore  be  it 

Resolved,  That  this  Commission  makes  the  following  findings 
based  upon  groundwater  studies  and  other  work  performed  for  the  San 
Francisco  Water  Department: 

1.  The  conjunctive  operation  of  Lake  Merced  and  the 
underlying  Merced  aquifer  would  reduce  and  possibly  eliminate  the 
threat  of  seawater  intrusion  into  the  aquifer  and  may  provide 
benefits  to  SFWD  water  customers  by  improving  the  reliability  of 
water  supplies  during  drought  periods.  Such  a  program  could  also 
stabilize  water  levels  in  Lake  Merced,  benefitting  recreational 
users  and  wildlife  habitat. 

2 .  An  institutional  mechanism  is  required  to  manage  water 
levels  in  the  Merced  aquifer  through  the  conjunctive  use  of  surface 
water  and  groundwater.  One  such  option  would  be  the  creation  of  a 
groundwater  management  plan  under  Water  Code  section  10750  et .  seq. 
The  groundwater  management  plan  should  be  jointly  enacted  by  San 
Francisco  and  the  cities  of  Daly  City,  South  San  Francisco, 
Mi librae  and  San  Bruno,  along  with  San  Mateo  County  and  the 
California  Water  Service  Company.  Such  a  program  should  insure 
that  ratepayers  are  compensated  for  the  addition  of  water  to  Lake 
Merced  by  those  who  ultimately  pump  the  water  from  out  of  the 
aquifer . 

3 .  The  substitution  of  recycled  water  to  meet  irrigation 
water  demands  in  the  Merced  basin  would  eliminate  these  irrigators' 
draft  of  water  from  the  aquifer,  leading  to  an  increase  in  the 
water  level  of  Lake  Merced.  However,  such  increase  would  take 
place  slowly  over  many  years,  and  an  additional  source  of  recharge 
water  must  be  found  for  the  Merced  aquifer.  Formulation  of  a 
groundwater  management  plan  with  neighboring  cities  in  San  Mateo 
County  would  further  the  development  of  recycled  water  supplies  for 
irrigators  overlying  the  Merced  aquifer. 

4.  A  supply  of  secondary  recycled  water  is  currently 
available  from  Daly  City  to  serve  the  Olympic  Club,  the  San 
Francisco  Golf  and  Country  Club,  and  the  Lake  Merced  Golf  and 
Country  Club.  However,  questions  remain  regarding  the  suitability 
of  secondary  recycled  water  for  use  on  these  golf  courses.  Daly 
City  is  adding  tertiary  treatment  capacity  which  could  be  sized  to 
provide  a  reliable  supply  of  recycled  water  to  the  golf  courses, 
but  has  been  unable  to  reach  agreement  with  the  golf  courses 
regarding  a  supply  of  tertiary  water. 
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5 .  Following  completion  of  environmental  review  and 
contingent  upon  voter  approval  of  bond  financing,  San  Francisco  may 
have  tertiary  water  available  for  use  by  the  golf  courses  in  the 
vicinity  of  Lake  Merced  by  the  year  2000.  The  use  of  available 
recycled  water  by  golf  courses  is  required  under  California  Water 
Code  section  13551,  and  for  areas  within  the  City  and  County  of  San 
Francisco,  by  San  Francisco  Public  Works  Code  Article  22. 

6.  The  Public  Utilities  Commission  owns  reserved  groundwater 
rights  beneath  the  Olympic  Club,  the  San  Francisco  Golf  and  Country 
Club,  and  the  Lake  Merced  Golf  and  Country  Club.  These  rights  are 
derived  from  San  Francisco's  purchase  of  the  Spring  Valley  Water 
Company  in  1930.  The  Commission  has  the  legal  ability  to  enforce 
sanitary  and  other  restrictions  imposed  on  these  golf  courses  by 
the  Spring  Valley  Water  Company  to  protect  Lake  Merced. 

7.  Recycled  water  could  be  added  to  Lake  Merced  as  a  source 
of  recharge  water,  but  such  action  would  require  changing  the 
Commission ' s  established  policy  of  maintaining  Lake  Merced  for 
potable  use  during  emergencies.  Additional  study  is  required  prior 
to  changing  the  emergency  potable  water  designation  of  Lake  Merced 
to  permit  direct  recharge  using  recycled  water,  including  the  level 
of  treatment  required;  potential  health  effects  on  users  of  the 
lake  and  adj  acent  wells;  the  impact  on  water  quality  in  Lake 
Merced;  and  the  impact  of  recycled  water  on  the  use  of  Lake  Merced 
as  a  groundwater  recharge  facility. 

8.  Some  amount  of  potable  water  currently  used  for 
irrigation  could  eventually  be  freed  up  for  other  uses  through  the 
development  of  recycled  water  in  San  Francisco .  The  banking  of 
this  water  in  the  Merced  aquifer  could  provide  additional  water  for 
City  water  users  during  drought  periods .  If  sufficient  potable 
water  remains  available  following  the  implementation  of  a 
conjunctive  use  program,  the  remaining  potable  water  could  be  sold 
to  other  San  Francisco  water  customers,  thereby  reducing  the  cost 
of  recycled  water  in  San  Francisco. 

9 .  Additional  study  is  required  to  extend  the  SFWD 
consultant's  groundwater  model  south  of  Lake  Merced.  Extension  of 
the  model  throughout  the  entire  aquifer  would  enable  San  Francisco 
and  other  participants  in  a  future  groundwater  management  plan  to 
evaluate  potential  projects  for  conjunctive  use  of  the  Merced 
aquifer.  Extension  of  the  model  would  also  better  establish  the 
connection  between  Lake  Merced  and  the  underlying  deep  aquifer. 
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10.  In  the  short  term,  the  SFWD  could  enter  into  contractual 
arrangements  to  supply  increased  surface  water  supplies,  when 
available,  to  Daly  City,  San  Bruno,  and  the  California  Water 
Service  Company,  in  lieu  of  groundwater  pumping  by  these  entities. 
This  "in  lieu  conjunctive  use"  will  favorably  affect  groundwater 
levels  in  the  Merced  aquifer  and  accordingly  benefit  Lake  Merced 
water  levels.  Such  contracts  require  that  the  additional  water 
provided  to  these  pumpers  be  sold  under  conditions  which  would 
create  an  incentive  to  reduce  or  eliminate  the  pumping  of  lower 
priced  groundwater,  in  a  manner  which  is  fair  and  equitable  to 
other  Water  Department  rate  payers. 

In  light  of  these  findings ,    the  Commission  RESOLVES  to  take 
the  following  actions : 

1.  The  Commission  is  prepared  to  take  all  necessary  legal 
and  other  actions  to  halt  the  continued  decline  in  the  water  level 
of  Lake  Merced. 

2.  The  Commission  directs  staff  to  develop  a  conjunctive  use 
program  for  the  Merced  aquifer.  The  conjunctive  use  program  should 
have  three  goals:  (1)  increasing  and  stabilizing  water  levels  in 
Lake  Merced  and  the  Merced  aquifer;  (2)  increasing  the  reliability 
of  the  SFWD  system  during  drought  periods;  and  (3)  the  development 
of  long  term  management  practices  that  maintain  the  aquifer  as  a 
sustainable  resource . 

3.  The  Commission  directs  staff  to  extend  groundwater 
planning  and  modelling  efforts  south  of  the  San  Francisco  County 
line  in  fiscal  year  1995-96 .  Staff  is  further  directed  to 
formulate  a  partnership  with  and  to  request  the  financial 
participation  of  Daly  City,  San  Bruno,  and  the  California  Water 
Service  Company  in  the  planning  effort.  If  these  entities  have  not 
agreed  to  contribute  funds  to  extend  the  City  *  s  groundwater 
modelling  effort  by  May  1,  1996,  the  Commission  will  consider  other 
options  against  these  pumpers  to  protect  the  City's  riparian  and 
pueblo  water  rights  to  the  waters  of  Lake  Merced. 

4.  If  the  golf  courses  in  the  vicinity  of  Lake  Merced  have 
not  reached  a  decision  regarding  the  suitability  of  tertiary  water 
from  Daly  City  by  November  1,  1995,  the  Commission  will  consider 
taking  legal  and  other  action  against  the  golf  courses  to  enforce 
the  sanitary  restrictions  in  the  clubs'  deeds,  protect  the  City's 
riparian  and  pueblo  water  rights  to  the  waters  of  Lake  Merced,  and 
otherwise  require  them  to  use  recycled  water  under  state  and  local 
law . 

5 .  Staff    is    instructed    to    expeditiously    return    to  the 
Commission    for    approval    of    "in   lieu"    water   contracts   with  the 
cities  of  Daly  City  and  San  Bruno  and  the  California  Water  Service 
Company,   following  required  environmental  review  and  other 
approvals  needed  to  deliver  in  lieu  water  to  these  customers . 
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6.  The  primary  policy  regarding  use  of  the  water  made 
available  through  the  development  of  water  recycling  in  San 
Francisco  is  to  use  this  water  to  increase  reliability  for  City 
water  users.  If  a  portion  of  the  water  is  not  needed  to  increase 
the  reliability  of  water  supplied  to  City  water  users,  the  water 
may  be  sold  to  others  in  order  to  reduce  the  cost  of  the  water 
recycling  program  to  City  water  users.  Staff  is  directed  to 
provide  the  Commission  with  a  report  on  the  feasibility  of  banking 
all  or  a  portion  of  the  potable  water  freed  up  through  the 
development  of  water  recycling  in  San  Francisco  in  the  Merced 
aquifer. 

7.  Staff  is  directed  to  return  to  the  Commission  with  a  plan 
by  May  1,  1996  to  evaluate  the  addition  of  other  sources  of 
recharge  water  to  the  Merced  aquifer,  including  recycled  water  and 
an  evaluation  of  the  health  and  other  impacts  of  adding  recycled 
water  directly  to  Lake  Merced.  Due  to  the  substantial  value  of 
Lake  Merced  as  a  potable  emergency  water  supply,  the  Commission 
cannot  change  the  potable  use  designation  of  the  lake  until  the 
necessary  study  is  completed. 
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WHEREAS,   Pursuant  to  Public  Utilities  Commission  (PUC) 
Resolution  No.   9-0064,   dated  February  25,    1992,  Commission 
entered  into  an  Agreement  with  David  M.   Dornbusch  &  Company,  Inc. 
for  economic  consulting  services  related  to  protection  of  the 
City  water  rights;  and 

WHEREAS,  The  PUC  General  Manager  and  City  Attorney's  Office 
now  recommend  that  the  services  of  David  M.  Dornbusch  &  Company, 
Inc.   be  extended  to  August  31,    1996;  and 

WHEREAS,  No  Additional  funding  is  needed  for  the  continued 
services  of  David  M,  Dornbusch  &  Company,  Inc. ;  now,  therefore, 
be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  agrees 
to  the  one  year  extension  with  David  M.  Dornbusch  &  Company,  Inc. 
to  August  31,    1996;   and,    be  it 

FURTHER  RESOLVED,   That  the  Commission  authorizes  the  General 
Manager  of  the  PUC  to  execute  the  Third  Amendment  to  Agreement 
with  David  M.   Dornbusch  &  Company,  Inc. 


H011404 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY     2  31995 


at  its  meeting  of . 


Secretary,  Public  Utilities  Commission 


RESOLUTION  No.  . 


95-0084 


WHEREAS,   The  Public  Utilities  Commission   (PUC)  has 
approved  the  services  of  the  law  firm  of  Ellis  &  Prioleau, 
P . C . ,   to  protect  the  City ' s  interests  at  the  Federa 1  Energy 
Regulatory  Commission   (FERC)   proceedings;  and 

WHEREAS,   The  PUC  General  Manager  and  City  Attorney's 
Office  now  recommend  that  the  services  of  Ellis  &  Prioleau, 
P.C.,   be  extended  to  August  31,    1996;  and 

WHEREAS,   No  additional  funding  is  required  at  this  time; 
now,   therefore,   be  it 

RESOLVED,   That  the  Public  Utilities  Commission  hereby 
agrees  to  the  Sixth  Amendment  for  Ellis  &  Prioleau,  P.C., 
extending  the  contract  term  to  August  31,    1996 ;   and ,    be  it 

FURTHER  RESOLVED,   That  the  Commission  hereby  authorizes 
the  General  Manager  of  the  Public  Utilities  Commission  to 
execute  the  Sixth  Amendment  to  the  Agreement  with  Ellis  & 
Prioleau,  P.C. 


H011405 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  n,eeHns  of  "AY        2  31991 


Secretary,  Public  Utilities  Commission 


"   1 

*-UBi_ic;  u-rii_i  «-iES  c::;c:>Mrviis^i<=>r4 
RESOLUTION  No.  _  95-0085 


WHEREAS,  Commission  currently  employs  Brian  E  Gray.  Attorney  at  Law  for 
temporary  and  expert  services  to  assist  Commission  and  the  City  Attorney's  Office  in 
preparing  support  for  and  reviewing  the  City's  water  rights,  uses,  and  commitments 
and  other  legal  hghts  and  responsibilities  as  they  may  be  affected  by  the  Hearings  on 
San  Francisco  Bay-San  Joaquin  Delta  water  quality,  and  in  preparing  testimony  for  and 
assisting  with  the  City's  participation  in  said  Hearings,  and 

WHEREAS,  Commission  desires  to  have  Counsel  continue  to  assist  in  preparing 
for  succeeding  phases  of  the  Hearings,  and 

WHEREAS,  Additional  funding  in  the  amount  of  $60,000  wilt  be  required  for  FY 
95/96  to  continue  these  legal  services;  and 

WHEREAS,  Funds  are  available  in  the  Hetch  Hetchy  Operating  Budget,  Object 
100-Professional  Services;  now,  therefore,  be  it 

RESOLVED,  That  the  Commission  does  hereby  agree  to  enter  into  the  7th 
Amendment  to  Agreement  with  Counsel,  thereby  increasing  the  amount  that  may  be 
paid  under  the  contract  by  $60,000,  for  a  total  amount  not  to  exceed  $608,000  for  legal 
services  as  described  above  and  extending  the  contract  term  to  December  31,  1996; 
and,  be  it. 

FURTHER  RESOLVED,  That  the  Commission  hereby  authorizes  the  General 
Manager  of  the  Public  Utilities  Commission  to  execute  Modification  7  to  the  Agreement 
between  the  Public  Utilities  Commission  on  behalf  of  the  City  and  County  of  San 
Francisco  and  Brian  E.  Gray,  Attorney  at  Law. 


HO1 1408 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  MAY  2  3  1995 


Secretary,  Public  Utilities  Commission 
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WHEREAS,  By  Resolution  No.  92-0306,  the  Public  Utilities  Commission  did 
enter  into  an  agreement  with  the  law  firm  of  Metzger,  Mollis,  Gordon  &  Mortimer 
to  provide  legal  services  to  the  Commission  in  the  upcoming  Federal  Energy 
Regulatory  Commission  (FERC)  hearing  on  New  Don  Pedro  Reservoir;  monitor  and 
analyze  federal  water  and  power  matters,  and  attend  to  related  matters  that  arise; 
and 

WHEREAS,  The  PUC  General  Manager  and  the  City  Attorney's  Office  desires 
to  continue  the  services  of  this  law  firm  for  the  purpose  of  providing  the  above 
described  legal  services;  and 

WHEREAS,  Additional  funding  is  needed  for  the  continued  services  of 
Metzger,  Hollis,  Gordon  &  Mortimer  and  such  funding  is  available  in  Hetch 
Hetchy's  operating  budget;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  agrees  to  extend 
the  contract  term  of  this  agreement  to  June  30,  1996,  and  agrees  to  increase  the 
contract  total  by  $600,000,  for  a  contract  total  not  to  exceed  $2,009,000;  and, 
be  it 

FURTHER  RESOLVED,  That  the  Commission  does  hereby  authorize  the 
General  Manager  of  the  Public  Utilities  Commission  to  execute  the  Third 
Amendment  to  Agreement  with  Metzger,  Hollis,  Gordon  &  Mortimer. 


H011414 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  ,  MAY     2  3  1995 

at  its  meeting  of  _  _  


Secretary,  Public  Utilities  Commission 


I  -  <  » tiL  i<i;  «_iTH_rri         com  mission 


 „  95-0087 


WHEREAS,  The  Commission  and  Dr.  Ronald  Yoshiyama  entered  into  that 
certain  Agreement  dated  March  10,  1992,  whereby  Consultant  would  perform 
temporary  services  to  assist  Hetch  Hetchy  Water  and  Power,  the  San  Francisco 
Water  Department,  and  the  San  Francisco  City  Attorney's  Office  on  matters 
related  to  fisheries  in  preparation  for  the  Bay-Delta  heanngs  and  other  matters 
related  to  water  operations  and  fisheries,  and 

WHEREAS,  The  PUC  General  Manager  and  City  Attorney's  Office 
recommend  that  the  services  of  Ronald  Yoshiyama  be  extended  to  August  31, 
1996;  and 

WHEREAS,  No  funding  increase  is  required;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  agrees  to  the 
Fourth  Amendment  extending  the  term  of  this  contract  to  August  31 ,  1 996;  and, 
be  it 

FURTHER  RESOLVED,  That  the  Commission  hereby  authorizes  the 
General  Manager  of  the  Public  Utilities  Commission  to  execute  the  Fourth 
Amendment  to  Agreement  with  Dr.  Ronald  Yoshiyama,  a  certified  minority  firm. 


HO1 1421 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    r  MAY     2  31995 

at  its  meeting  of  


Secretary.  Public  Utilities  Commission 


95-0088 

RESOLUTION  No. 


WHEREAS,  This  Commission  on  March  8,  1995  by  Resolution  No.  95-0051, 
designated  Tuesday,  April  25,  1995,  as  the  date  for  a  public  hearing  to  be  conducted  at  2:00 
p.m.,  in  Room  402,  1155  Market  Street,  San  Francisco,  by  the  Public  Utilities  Commission 
to  consider  a  recommendation  regarding  the  rate  for  water  service  and  water  supplied  by 
the  San  Francisco  Water  Department  to  its  Suburban  Resale  water  customers;  and 


WHEREAS,  Members  of  the  public  have  been  given  an  opportunity  to  express  their 
views  on  the  recommended  rate;  now,  therefore,  be  it 

RESOLVED,  That  pursuant  to  a  published  notice  of  the  intention  of  the  Public 
Utilities  Commission  to  adopt  a  rate  to  be  charged  by  the  San  Francisco  Water  Department 
for  Suburban  Resale  water  service,  and  a  public  hearing  held  on  April  25,  1995,  a  copy  of 
said  rates  being  on  file  in  the  office  of  the  Secretary  of  this  Commission  and  being  made  a 
part  of  this  resolution  by  reference,  this  Commission  hereby  adopts  the  recommendation  of 
the  Water  Department  that  no  adjustment  be  made  in  the  water  rate  for  all  water  delivered 
to  Suburban  Resale  customers;  and  be  it 

FURTHER  RESOLVED,  That  the  Schedule  of  Rates  and  Charges  adopted  by  this 
Commission  on  May  10,  1994  and  which  became  effective  on  July  1,  1994  shall  remain  in 
effect  for  the  fiscal  year  beginning  July  1,  1995;  and  be  it 

FURTHER  RESOLVED,  That  the  foregoing  rate  schedules  are  for  the  purpose  of 
meeting  operating  expense,  including  employee  wage  rates  and  fringe  benefits,  purchasing 
or  leasing  of  supplies,  equipment  or  materials,  meeting  financial  reserve  needs  and 
requirements,  obtaining  funds  for  capital  projects  necessary  to  maintain  service  within 
existing  service  areas  and  other  budgetary  requirements  of  the  San  Francisco  Water 
Department. 


^'^'^^J'Tereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  US  m«.n.  of  "AY        2  31995  


Secretary,  Public  Utilities  Conmiission 


•  1 J  n I  It-   UTILITIES  c_;<_>tvn fVll^V^iK  >|-vj 


RESOLUTION  No. 


95-0089 


WHEREAS.  This  Commission  on  March  8.  1995.  by  Resolution  No.  95-0051, 
designated  April  25,  1995,  as  the  date  for  a  public  hearing  to  be  conducted  at  2:00  p.m. 
in  Room  402,  1155  Market  Street,  San  Francisco,  by  the  Public  Utilities  Commission  to 
consider  a  recommendation  not  to  adjust  the  rates  for  water  service  and  water  supplied 
by  the  San  Francisco  Water  Department  to  its  retail  customers  within  and  outside  the 
City  and  County  of  San  Francisco;  and 

WHEREAS,  Members  of  the  public  have  been  given  an  opportunity  to  express 
their  views  on  the  recommended  Schedule  of  Rates;  now,  therefore,  be  it 

RESOLVED,  That  pursuant  to  a  published  notice  of  intention  the  Public  Utilities 
Commission  to  adopt  a  Schedule  of  Rates  to  be  charged  by  the  San  Francisco  Water 
Department  for  retail  water  service  in  San  Francisco  and  suburban  areas,  and  a  public 
hearing  held  on  April  25,  1995,  a  copy  of  said  Schedule  of  Rates  and  Charges  being  on 
file  in  the  office  of  the  Secretary  of  this  Commission  and  being  made  part  of  this 
resolution  by  reference,  this  Commission  hereby  adopts  the  recommendation  of  the 
Water  Department  that  no  adjustment  be  made  in  water  rates  for  all  water  delivered 
within  the  City  and  County  of  San  Francisco  and  all  water  delivered  to  the  Suburban 
Non-Resale  customers;  and  be  it 

FURTHER  RESOLVED,  That  the  Schedule  of  Rates  and  Charges  adopted  by 
this  Commission  on  May  10,  1994  and  which  became  effective  on  July  1,  1994  shall 
remain  in  effect  for  the  fiscal  year  beginning  July  1,  1995;  and  be  it 

FURTHER  RESOLVED.  That  the  foregoing  rate  schedules  are  for  the  purpose 
of  meeting  operating  expense,  including  employee  wage  rates  and  fringe  benefits, 
purchasing  or  leasing  of  supplies,  equipment  or  materials,  meeting  financial  reserve 
needs  and  requirements,  obtaining  funds  for  capital  projects  necessary  to  maintain 
service  within  existing  service  areas  and  other  budgetary  requirements  of  the  San 
Francisco  Water  Department. 


rnuTAiuuv 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  MAY     2  31995 

at  its  meeting  of  ,  —  


Secretary,  Public  Utilities  Commission 


RESOLUTION  No. 


c;  o  »v»  ivi  1  ss  I  €Lj>  rj 


95-0000 


WHEREAS,    the  California  Office  of   Emergency  Services, 
the  Department  of  Water  Resources  and  the  Utility  Policy  Committee 
have  recommended  the  establishment  of  a  plan  to  facilitate 
and  encourage  Mutual  Aid  Agreements  between  water  agencies; 
and 

WHEREAS,   the  Water  Agency  Response  Network  (II-WARN) 
has  been  created  to  provide  a  forum  for  the  development  of 
Mutual  Aid  Agreements  between  water  agencies  in  Del  Norte, 
Humboldt ,   Lake ,  Marin ,   Mendocino ,   Napa ,   Solano ,   Sonoma ,  Alameda , 
Contra  Costa,   San  Francisco,   San  Mateo,  Monterey,   San  Benito, 
Santa  Clara  and  Santa  Cruz  counties ;  and 

WHEREAS,   II-WARN  has  prepared  an  Omnibus  Mutual  Aid  Agreement 
dated  July  1,    1995,  which  sets  forth  the  mutual  covenants  and 
agreements  for  water  agencies  to  provide  mutual  assistance 
to  one  another  in  times  of  emergency ;  and 

WHEREAS,   the  San  Francisco  Water  Department  has  determined 
that  it  would  be  in  its  best  interests  to  enter  into  the  II- 
WARN  Agreement  setting  forth  procedures  and  responsibilities 
of  water  agencies  whenever  emergency  personnel ,   equipment  and 
facility  assistance  is  provided  from  one  agency  to  another ; 
and 

WHEREAS,   such  an  agreement  is  in  accord  with  the  California 
Emergency  Services  Act  set  forth  in  Title  2 ,   Division  1 , 
Chapter  7    (Section  8550  et  seq.)   of  the  Government  Code  and 
specifically  with  Article  14    (Section  8630  et  seq.)   of  the 
Act; 

NOW,   THEREFORE,   BE  IT  RESOLVED,    that  the  General  Manager 
of  the  Public  Utilities  Commiss ion  is  hereby  authorized  to 
execute  the  II-WARN  Omnibus  Mutual  Aid  Agreement  governing 
procedures  for  mutual  assistance  between  agencies  in  times 
of  emergency . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY        2  3  1995 

at  its  meeting  of  mnJ  


Secretary,  Public  Utilities  Comnwssion 


>»<«-»>   I < >>-|  ll.l  I  C=(Z>MfVIISSI<Z>r>4 
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HESOLUTION  No.  REVISED 


WHEREAS,  The  Commission  approved  a  FY  95/96  budget  for  Hetch  Hetchy 
Water  and  Power  that  included  a  transfer  to  the  general  fund;  and 

WHEREAS,  The  General  Manager  of  Public  Utilities  has  determined  that  under 
the  provision  of  Section  6.407  of  the  City  Charter,  the  Commission  can  make  the 
affirmative  findings  required  in  order  to  transfer  additional  surplus  funds  to  the  general 
fund;  and 

WHEREAS,  A  30  day  notice  for  a  public  hearing  on  the  findings  is  required;  now 
therefore,  be  it 

RESOLVED,  That  June  27,  1995  is  set  as  the  date  for  a  public  hearing  on  the 
findings  in  fact  and  judgment  under  section  6.407  of  the  City  Charter  relating  to  increasing 
the  transfer  to  the  general  fund  from  the  Hetch  Hetchy  Water  and  Power  FY  95/96  budget 


HO  10306 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,.    ,  MAY     2  3  1995 

at  Us  meeting  of.  


Secretary,  Public  Utilities  Commission 


F**JBLIC:  UTILITIES  CO M  rjll SSI O rJ 


95-0092 

RESOLUTION  No.  


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No,  WD- 
2181,  Bay  Division  Pipeline  No.  1  Timber  Trestle  Repair,  deteriorated  structural 
supports  will  be  repaired  or  replaced,  and 

WHEREAS,  The  Public  Utilities  Commission,  by  Resolution  No,  95-0023, 
dated  February  14.  1995,  awarded  Water  Department  Contract  WD-2181,  Bay 
Division  Pipeline  No.  1  Timber  Trestle  Repair,  to  the  lowest  responsive  bidder,  Pan 
Marine  Constructors,  Inc.  San  Francisco,  and 

WHEREAS,  Permit  conditions  imposed  by  the  environmental  regulatory 
agencies  and  the  increased  presence  of  endangered  species  in  the  vicinity  of  the  Bay 
Division  Pipelines  effectively  prohibit  construction  contract  work  during  the  original 
construction  period,  delaying  it  until  August  1,  1995  and  creating  significant  changes 
to  the  contract  entered  into  between  the  City  and  Pan  Marine  Constructors,  and 

WHEREAS,  Because  the  new  contract  schedule  resuhs  in  additional  lost 
workdays  due  to  tidal  restrictions  and  rain  days.  Pan  Manne  Constructors  has  agreed 
to  perform  the  Contract  work  during  the  fall/winter  months  for  an  additional  cost  of 
$120,047  00,  and 

WHEREAS,  The  new  construction  window  precludes  work  on  forty-four 
additional  days,  and 

WHEREAS,  Under  Resolution  No  95-0023.  the  Commission  approved 
$539,600  in  Water  Department  funds  from  FAMIS  Project  32-885-104-01,  Santa 
Clara  Valley  Water  District  Intertie,  to  cover  the  cost  of  the  original  contract,  and 

WHEREAS,  On  January  12,  1995,  the  Department  of  City  Planning  Office 
of  Environmental  Review  issued  a  final  negative  declaration  No.  93  715E  for  the 
proposed  project  which  incorporates  comments  received  on  the  preliminary  negative 
declaration  and  Department  of  City  Planning  staff  responses  to  those  comments, 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  an  additional  $120,047.00  in 
Water  Department  funds  from  FAMIS  Project  32-885-104-01,  Santa  Clara  Valley 
Water  District  Intertie,  to  fund  acceleration  and  labor  costs  of  this  contract 
modification,  and  be  it  further 

RESOLVED,  That  this  Commission  approves  extending  the  time  allowance 
for  completion  of  all  contract  work  an  additional  forty-four  days,  and  be  it  further 

RESOLVED,  That  this  Commission  approves  the  attached  contract 
modification  in  the  amount  of  $120,047  00. 

/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY     2  3  1995 


at  its  meeting  of. 


Secretary.  Public  Utilities  Commission 


95-0093 


RESOLUTION  No. 


WHEREAS,  The  San  Francisco  Water  Department  has  an  on-going  Feeder  Main  Improvement 
Program  to  improve  water  delivery  to  various  parts  of  the  distribution  system  in  the  City,  and  has 
identified  the  Bemal  Heights  area  as  being  in  need  of  a  feeder  main  to  improve  its  water  supply;  and 

WHEREAS,  The  Department  of  City  Planning  has  made  a  determination  that  the  Water  Feeder 
Main  program  is  categorically  exempt  from  environmental  review  as  a  Class  1(b)  project  under  the 
State  Guidelines  implementing  the  California  Environmental  Quality  Act;  and 

WHEREAS,  The  San  Francisco  Water  Department  has  completed  plans  and  specifications  for 
the  construction  of  a  feeder  main  to  transport  water  from  the  Sutro  Reservoir  distribution  system  to 
the  Bemal  Heights  area  to  provide  better  and  more  reliable  water  service  to  the  Bemal  Heights  area; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  notes  that  the  construction  of  the  water  feeder  main 
as  shown  on  the  plans  and  specifications  for  Water  Department  Contract  WD-2157  are  categorically 
exempt  from  the  California  Environmental  Quality  Act  as  a  Class  1(b)  project;  and,  be  it  further; 

RESOLVED,  That  this  Commission  hereby  approves  the  tmal  plans  and  specifications  for  San 
Francisco  Water  Department  Contract  WD-2157,  12-inch  Ductile  Iron  Main  Installation  in  Fairmounl, 
Arlington,  Randall,  Mission,  Santa  Marina,  and  Elsie  Streets.  Cortland  Avenue  and  Bocana  Street 
between  Laidley  Street  and  Bemal  Heights  Boulevard,  and  authorizes  advertising  for  bids  for  said 
contract. 


/  hereby  cerHfy  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^.    ,  MAY     2  3 1995 

at  Its  meeting  of  " — I  


Secretary,  Public  Utilities  Commission 


RESOLUTION  No.  _ 


95-0094 


WHEREAS,  The  San  Francisco  Water  Department  has  determined  that  approximately  2,800 
feet  of  old,  deteriorated  water  mains  in  Fresno,  Kearny,  Union  and  Varennes  Streets  and  in  Romolo 
Place  should  be  replaced  to  improve  pressure,  flow,  and  reliability,  and  eliminate  leakage  and  main 
breaks;  and 

WHEREAS,  The  San  Francisco  Water  Department  staff  has  prepared  plans  and  specifications 
for  a  contract  to  replace  said  mains;  now,  therefore,  be  it, 

RESOLVED,  That  this  Commission  notes  that  said  contract  is  included  in  the  San  Francisco 
Water  Department's  Water  Main  Replacement  Program,  which  has  been  determined  by  the  Department 
of  City  Planning  to  be  categorically  exempt  from  environmental  review  as  a  Class  1(b)  project  under 
the  State  Guidelines  implementing  the  California  Environmental  Quality  Act;  and  be  it  further, 

RESOLVED,  That  this  Commission  hereby  approves  the  final  plans  and  specifications  for  San 
Francisco  Water  Department  Contract  WD-2158,  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
Fresno,  Kearny,  Union,  Varennes  Streets,  and  in  Romolo  Place,  and  authorizes  advertising  for  bids. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

MAY     2  3J995_ 


at  its  meeting  of  ^ 


Secretary,  Public  Utilities  Commission 


RESOLUTION  No.       95  0095 


WHEREAS,  The  San  Francisco  Water  Department  has  determined  that  approximately  4,700 
feet  of  existing  water  mains  in  Monterey  Boulevard  between  St.  Elmo  and  San  Anselmo  Streets  and 
in  Mangels  Avenue  between  Congo  and  Detroit  Streets  should  be  replaced  to  improve  reliability,  and 
eliminate  the  potential  for  leakage  and  breaks;  and 

WHEREAS,  The  San  Francisco  Water  Department  staff  has  prepared  plans  and  specifications 
for  a  contract  to  replace  said  mains;  now,  therefore,  be  it, 

RESOLVED,  That  this  Commission  notes  that  said  contract  is  included  in  the  San  Francisco 
Water  Department's  Water  Main  Replacement  Program,  which  has  been  determined  by  the  Department 
of  City  Planning  to  be  categorically  exempt  from  environmental  review  as  a  Class  1(b)  project  under 
the  State  Guidehnes  implementing  the  California  Environmental  Quality  Act;  and  be  it  further, 

RESOLVED,  That  this  Commission  hereby  approves  the  fmal  plans  and  specifications  for  San 
Francisco  Water  Department  Contract  WD-2162,  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
Monterey  Boulevard  between  St.  Elmo  and  San  Anselmo  Streets  and  in  Mangels  Avenue  between 
Congo  and  Detroit  Streets,  and  authorizes  advertising  for  bids. 


Thereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

■    r  MAY     2  3 1995 

at  its  meeting  of  — 


Secretary.  Public  Utilities  Commission 


I<~;    UTILITIES  CDOIVllVIISSlOr-J 


....   95-0096 


WHEREAS,  The  San  Francisco  Water  Department  has  determined  that  approximately  4,000 
linear  feet  of  old,  deteriorated  water  mains  in  McCoppin,  Jessie,  Stevenson,  Elgin  Park,  and  Brosnan 
Streets  should  be  replaced  to  improve  pressure,  flow,  and  reliability,  and  eliminate  leakage  and  main 
breaks;  and 

WHEREAS,  The  San  Francisco  Water  Department  staff  has  prepared  plans  and  specifications 
for  a  contract  to  replace  said  mains;  now,  therefore,  be  it, 

RESOLVED,  That  this  Commission  notes  that  said  contract  is  included  in  the  San  Francisco 
Water  Department's  Water  Main  Replacement  Program,  which  has  been  determined  by  the  Department 
of  City  Planning  to  be  categorically  exempt  from  environmental  review  as  a  Class  1(b)  project  under 
the  State  Guidelines  implementing  the  California  Environmental  Quality  Act;  and  be  it  further, 

RESOLVED,  That  this  Commission  hereby  approves  the  fmal  plans  and  specifications  for  San 
Francisco  Water  Department  Contract  WD-2172,  6-Inch  and  8-Inch  Ductile  Iron  Main  Installation  in 
McCoppin  Street  between  Market  and  Otis  Streets;  in  Jessie  Street  from  McCoppin  Street  to  South 
End;  in  Stevenson  Street  between  McCoppin  and  14th  Streets;  in  Pearl  Street  between  Market  Street 
and  Duboce  Avenue;  in  Elgin  Park  between  McCoppin  Street  and  Duboce  Avenue;  and  in  Brosnan 
Street  between  Guerrero  and  Valencia  Streets,  and  authorizes  advertising  for  bids. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,  MAY     2  31995 

at  Its  meeting  of  


Secretary,  Public  Utilities  Commission 


95-0097 

RESOLUTION  No.  


WHEREAS,  The  winter  storms  of  1995  caused  a  significant  amount  of 
damage  to  PUC  properties  and  facilities;  and 

WHEREAS,  Under  the  Robert  T.  Stafford  Federal  Disaster  Relief  and 
Emergency  Assistance  Act  and  the  State  Natural  Disaster  Assistance  Act,  repair 
work  of  damaged  property  and  facilities  is  eligible  for  reimbursement  from  the 
Federal  Emergency  Management  Agency  and  the  State  of  California;  and 

WHEREAS,  The  Public  Utilities  Commission  must  execute  and  file  an 
application  for  federal  financial  assistance  under  the  Federal  Disaster  Relief  Act, 
including  the  Designation  of  Applicant's  Agent  Resolution  Form;  now,  Therefore, 
Be  It 

RESOLVED.  That  this  Commission  authorizes  Anson  B.  Moran,  Public 
Utilities  General  Manager  or  in  his  absence,  Lawrence  T.  Klein,  General  Manager 
Hetch  Hetchy  or  Williams  H.  Laws,  Director  of  Finance  to  execute  for  and  in  behalf 
of  Hetch  Hetchy;  and  Be  It 

FURTHER  RESOLVED,  That  this  Commission  authorizes  Anson  B. 
Moran,  Public  Utilities  General  Manager  or  in  his  absence,  John  P.  Mullane,  General 
Manager  Water  Department  or  Williams  H.  Laws,  Director  of  Finance  to  execute  for 
and  in  behalf  of  the  Water  Department;  and  Be  It 

FURTHER  RESOLVED,  That  the  Public  Utilities  Commission,  a 
department  of  the  City  and  County  of  San  Francisco,  a  public  entity  established 
under  the  laws  of  the  State  of  California,  hereby  authorizes  its  agent  to  provide  to 
the  State  and  to  the  Federal  Emergency  Management  Agency  (FEMA)  for  all 
matters  pertaining  to  such  Federal  disaster  assistance  the  assurances  and 
agreements  as  they  may  require  of  the  attached  Designation  of  Applicant's  Agent 
Resolution  Form. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
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Present: 


President  Morton  Miller,  Vice  President  E.  Dennis  Normandy, 
Commissioner  Yasin  (Sal)  Salma,  Commissioner  Robert  K.  Werbe 


Excused 


Commissioner  Marion  E.  Otsea 


******************** 


President  Miller  called  the  meeting  to  order  at  3:07  p.m. 

The  meeting  was  opened  for  public  comments  on  the  matter  to  be  discussed  in  closed 
session.  There  were  none. 

Romaine  A.  Boldridge,  Commission  Secretary,  announced  that  the  Commission  will  meet  in 
closed  session  to  confer  with  real  property  negotiators  regarding  a  lease  with  Chevron  Oil 
Company  of  watershed  land  in  Alameda  County  near  San  Antonio  Reservoir. 

The  meeting  adjourned  to  Closed  Session  at  3:10  p.m. 

Commissioner  Normandy  was  excused  at  4:30  p.m. 

The  meeting  reconvened  to  open  session  at  4:39  p.m. 

Ms.  Boldridge  announced  that  no  action  was  taken  by  the  Commission  during  the  closed 
session.  Commissioner  Werbe  moved,  seconded  by  Commissioner  Salma,  not  to  disclose 
the  discussion  during  the  dosed  session.  The  motion  passed  unanimously. 


THEREUPON.  THE  MEETING  WAS  ADJOURNED:   4:40  P.M. 


Romaine  A.  Boldridge 
Secretary 
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Call  to  Order:         12:10  p.m. 


Present:  President  Morton   Miller,   Vice   President  E.   Dennis  Normandy, 

Commissioner  Yasin  (Sal)  Salma,  Commissioner  Robert  K.  Werbe 

Commissioner  Normandy  arrived  at  1:50  p.m. 

Excused:  Commissioner  Marion  E.  Otsea 


RESOLUTION 

NO, 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Miller,  the  following  resolution  was  adopted: 

95-0098  Approving  settlement  of  litigation  in  the  case  of  CCSF  vs.  Encabo 

Enterpnses,  Superior  Court  No,  116-013. 

VOTE:  AYES    -    Miller,  Salma,  Werbe 

ABSENT  -  Normandy 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Miller,  the  following  resolution  was  adopted: 

95-0099  Approving  an  award  for  backpay  to  Richard  Grove  in  regard  to  a 

discnmination  complaint. 

VOTE.  AYES    -    Miller,  Salma,  Werbe 

ABSENT  -  Normandy 


Note:  Commissioner  Normandy  arrived  at  1:50  P  M.  before  the 
discussion  of  Resolution  No.  95-0100. 
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On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0100  GM  Approving  the  appointment  made  by  the  General  Manager  of  Public 
Utilities  of  Steven  Ritchie  as  Manager,  Bureau  of  System  Planning 
and  Regulatory  Compliance,  PUC. 

VOTE:  AYES;   Miller,  Normandy,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public  Utilities 
Commission. 


The  meeting  was  opened  for  public  comments  on  the  matters  to  be  discussed  in  dosed 
session.  There  were  no  public  comments  received. 

The  meeting  was  adjourned  to  closed  session  at  12:12  p.m.  At  2:17  p.m.  the  meeting 
reconvened  in  open  session. 

Romaine  A.  Boldhdge,  Commission  Secretary,  announced  the  following  actions  taken  during 
the  Closed  Session: 

The  Commission  conferred  with  legal  counsel  and  with  the  real  property  negotiator  regarding 
the  Water  Department  property  on  Bernal  Avenue  in  Alameda  County.  No  action  was  taken. 

The  Commission  conferred  with  legal  counsel  regarding  the  case  of  CCSF  v.  Encabo 
Enterprises,  Superior  Court -No.  116-013  and  approved  a  settlement. 

The  Commission  conferred  with  legal  counsel  regarding  the  case  of  Ql  Holdings,  Inc.,  a 
California  Corporation,  Plaintiff  v,  SRI  International,  a  California  Corporation; 
TransTechnology  Corporation,  a  Delaware  Corporation;  and  City  and  County  of  San 
Francisco,  a  Municipal  Corporation,  Defendant.  No  action  was  taken. 

The  Commission  conferred  with  legal  counsel  regarding  a  dischmination  complaint  of 
Richard  Grove  and  approved  back  pay  to  Mr  Grove. 

Anson  B.  Moran,  General  Manager  of  Public  Utilities,  announced  that  the  Commission 
approved  the  appointment  of  Mr.  Steven  Ritchie  as  Manager,  Bureau  of  System  Planning 
and  Regulatory  Compliance  (SPARC). 

Commissioner  Salma  moved,  seconded  by  Commissioner  Normandy,  not  to  disclose  the 
discussion  duhng  the  closed  session.  The  motion  passed  unanimously. 
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At  2:20  p.m..  the  special  meeting  was  recessed. 


The  Commission  reconvened  in  dosed  session  at  3:13  p  m. 

At  4:21  p.m.,  the  meeting  reconvened  in  open  session.  All  members  were  present  except 
Commissioner  Otsea  who  had  been  excused. 

Ms.  Boldndge  announced  that  the  Commission  conferred  with  legal  counsel  regarding  the 
Arbitration  of  Suburban  Purchasers  v,  CCSF  J. A. M.S. -950511074;  and  San  Antonio  Center 
regarding  a  portion  of  parking  lot  area  at  350  Showers  Dnve,  Mountain  View,  CA.  No  action 
was  taken  by  the  Commission  on  either  of  these  cases. 

The  Commission  conferred  with  its  real  property  negotiator  regarding  leases  with  Chevron 
Oil  Company  and  Crystal  Springs  Golf  Course.  No  action  was  taken  by  the  Commission. 

Commissioner  Normandy  moved,  seconded  by  Commissioner  Salma,  not  to  disclose  the 
discussion  duhng  the  closed  session.  The  motion  passed  unanimously. 


•****«**««»•*«••********• 


THEREUPON  THE  MEETING  WAS  ADJOURNED:     4:23  P.M. 


Romaine  A.  Boldridge 
Secretary 
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DEPARTMENTS 
Water  Department 
Hetch  Hetchy 


Call  to  Order: 


2:21  p  m. 


Present:  President   Morton   Miller,   Vice   President   E.    Dennis  Normandy, 

Commissioner  Yasin  (Sal)  Salma,  Commissioner  Robert  K.  Werbe 

Excused:  Commissioner  Marion  E.  Otsea 


On  motion  of  Commissioner  Normandy,  seconded  by  Commissioner  Salma.  the  Minutes  of 
the  Regular  Meeting  of  May  23,  1995  were  approved. 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner  Normandy,  the  Minutes  of 
the  Special  Meeting  of  June  5,  1995  were  approved. 


************************* 


RESOLUTION 

NO. 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0101  HH       Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 

fourth  amendment  to  the  agreement  with  MHB  Consultants, 
formerly  McLeod  &  Associates,  to  provide  economic  consulting 
services,  increasing  the  contract  amount  by  $30,000  for  a  total 
contract  amount  not  to  exceed  $341,000. 

VOTE;  AYES    -    Miller.  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0102  HH       Authorizing  the  General  Manager  of  Public  Utilities  to  execute  the 

seventh  amendment  to  the  agreement  with  Bookman-Edmonston 
Engineenng  Company,  to  provide  "as  needed"  hydrological 
consulting  services,  increasing  the  contract  amount  by  $120,000  for 
a  total  contract  amount  not  to  exceed  $1,324,500  and  extending 
the  contract  term  to  August  31,  1996, 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 
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On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Werbe,  the  following  resolution  was  adopted. 

95-0103  WD       Confirming  that  an  emergency  condition  exists,  in  accordance  with 

Administrative  Code  Section  6.30,  at  the  ten  City  chlorination 
facilities  and  requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  to  approve  the  expenditure  of  $1 50,000  for 
emergency  measures  to  correct  the  chemical  storage  deficiency  as 
directed  by  the  Department  of  Health  Services  and  to  waive  the 
usual  contractual  procedures. 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0104  WD       Awarding  a  construction  contract  to  Gary  Marciel  Excavating  for  an 

amount  not  to  exceed  $176,000  to  provide  maintenance  work  on 
the  Alameda  Creek  Diversion  Dam  Road. 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-0105  WD       Authorizing  the  Water  Department  to  transfer  surplus  funds  in  the 

amount  of  $170,000  from  "Permanent  Salanes"  to  "Overtime" 
account  and  $582,000  from  "Services  of  Bureau  Light  Heat  & 
Power"  to  "Materials  &  Supplies"  and  "Workers  Compensation" 
accounts. 

VOTE;  AYES    -    Miller,  Normandy.  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Werbe,  the  following  resolution  was  adopted: 

95-0106  HH       Confirming  that  an  emergency  condition  exists,  in  accordance  with 

Administrative  Code  Section  6.30,  on  the  Priest  Reservoir 
Diversion  Channel,  and  requesting  the  Mayor  to  recommend  to  the 
Board  of  Supervisors  a  supplemental  appropriation  in  the  amount 
of  $1,380,000  for  emergency  repair  and  improvement  measures. 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 
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On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 


95-01 07  HH       Authorizing  the  transfer  of  $45,000  surplus  funds  from  "Permanent 

Salaries"  to  "Overtime"  in  Hetch  Hetchy's  1994-95  operating 
budget. 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0108  UEB      Awarding  Hetch  Hetchy  Water  &  Power  Contract  No.  HH-845, 

Moccasin-Newark  Transmission  Line  -  Tower  Painting  in  the 
amount  of  $330,000  to  Public  Utilities  Maintenance.  Brooklyn.  New 
York,  as  the  lowest  responsive  bidder. 

VOTE:  AYES    -    Miller,  Normandy,  Salma.  Werbe 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-0109  UEB      Authorizing  the  transfer  of  $475,000  from  Hetch  Hetchy  Treatment 

Plant  Project  to  Millbrae  Water  Quality  Division  Laboratory  Project 
to  develop  a  Conceptual  Engineenng  Report. 

VOTE;  AYES    -    Miller,  Normandy.  Salma,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-01 10  UEB      Authorizing  bid  call  for  Water  Department  Contract  No.  WD-2103, 

16-Inch  Ductile  Iron  Feeder  Mam  Installation  in  Valencia  Street 
between  Market  and  16th  Streets. 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 
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On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 


95-01 11  UEB      Awarding  San  Francisco  Water  Department  Contract  No.  WD-2146, 

8-Inch  Ductile  Iron  Main  Installation  in  Howard  Street,  various 
locations  between  4th  and  13th  Streets,  and  in  Russ  Street 
between  Howard  and  Folsom  Streets,  in  the  amount  of  $595,930 
to  the  sole  bidder,  P&J  Utility  Company. 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe.  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-011 2  UEB      Awarding  San  Francisco  Water  Department  Contract  No.  WD-2164, 

North  Airport  Pipeline  Replacement,  in  the  amount  of  $635,535  to 
the  lowest  bidder,  Shaw  Pipeline  Inc. 


VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Werbe,  the  following  resolution  was  adopted: 

95-01 13  UEB      Awarding  San  Francisco  Water  Department  Contract  No.  WD-21 89, 

Repaving  of  Street  and  Sidewalk  Openings  for  Fiscal  Year  Ending 
June  30,  1996  in  the  amount  of  $1,220,886  to  M.H.  Construction 
Company,  as  the  lowest  responsive  bidder 

VOTE;  AYES    -    Miller,  Normandy,  Salma,  Werbe 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Normandy,  the  following  resolution  was  adopted: 

95-01 14  UEB     Authorizing  the  Manager  of  Utilities  Engineering  Bureau  to  execute 

Amendment  No.  5  to  the  agreement  with  Montgomery-Watson 
Americas,  Inc.  to  provide  engineenng  services  on  the  Sunol  Valley 
Water  Treatment  Plant  Improvement  Project,  extending  the  contract 
completion  time  to  December  31 ,  1 995  at  no  additional  cost  to  the 
City. 

VOTE:  AYES    -    Miller,  Normandy,  Salma,  Werbe 
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On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted; 

95-0115  BF        Authorizing  the  issuance  of  a  permit  to  Conestoga-Rovers  & 

Associates  Limited  and  TransTechnology  Corporation  to  conduct 
groundwater  and  soil  contamination  studies  on  approximately  59.7 
acres  of  Water  Department  land  located  on  portions  of  Parcels  81 ; 
82,  83  and  84  m  the  Calaveras  Watershed,  in  Santa  Clara  County. 

VOTE:  AYES    -    IVIiller,  Normandy,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public  Utilities 
Commission. 

*•***♦*•*****«••*****••***• 


GENERAL  MANAGER'S  REPORT 
Budget  Update 

William  H.  Laws,  Director,  Bureau  of  Finance,  reported  that  the  budget  for  FY  95-96  is  being 
reviewed  by  the  Board  of  Supervisors.  Mr.  Laws  stated  that  the  Budget  Analyst 
recommended  budget  reductions  in  miscellaneous  salanes,  temporary  services  and 
conservation  programs.  He  stated  that  the  budget  analyst  also  recommended  eliminating  the 
Director  of  Enterpnse  Accounting.  Anson  B.  Moran,  General  Manager  of  Public  Utilities, 
noted  that  the  Director  of  Enterpnse  Accounting  is  a  key  position  in  Finance  and  he  was  in 
the  process  of  filling  that  position. 

Building  Evacuation 

Nicole  Vavuns,  Safety  Analyst,  PUC  Bureau  of  Health  and  Safety,  gave  a  presentation 
regarding  emergency  building  evacuation  procedures  for  1155  Market  Street 


*******♦««•■*****•*« 


Resolution  No.  95-0113:  Awarding  San  Francisco  Water  Department  Contract  No,  WD-2189, 
Repaying  of  Street  and  Sidewalk  Opening,  to  M.H,  Construction  Company. 

Paul  Simpson,  representing  A.  Ruiz  Construction  Co,,  protested  the  award  of  the  contract 
to  M.H.  Construction  Company,  alleging  that  a  subcontractor,  D&S  Associates,  was  not 
properly  licensed  to  perform  demolition  and  sawcuttmg  work. 
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Michael  Miller  of  M  H  Construction  Company  commented  that  their  company  submiUed  a 
legitimate  bid. 

Matthew  Heuy,  principal,  M.H.  Construction  Company,  commented  that  D&S  Associates 
would  be  performing  scheduling,  barhcading  and  posting  work  for  this  contract  and  the 
contract  amount  of  $110,000  was  appropriate  for  that  type  of  work. 

Joshua  Milstein,  Deputy  City  Attorney,  advised  that  the  Commission  can  legally  award  the 
contract  to  M.H.  Construction  Company.  He  stated  that  the  breakdown  of  the  types  of  work 
complied  with  the  bid  specifications  and  the  type  of  work  under  question  does  not  require  a 
contractor  to  be  licensed. 

The  Commission  unanimously  passed  Resolution  No.  95-0113  . 


********************* 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:    3:13  P.M. 


Romaine  A.  Boldridge 
Commission  Secretary 
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PUBLIC  UTICITIES  COMMISSION 

crrr  ano  county  of  san  Francisco 


RESOLUTION  No.      95  0098 


WHEREAS,  The  General  Manager  of  the  Water  Department  issued  an  interim 
Revocable  Permit  ("Permit")  to  Encabo  Enterprises.  Inc.,  Mai  Vu,  Alex  Markovich  and 
Hambarson  Y.  Amirkhanian  (collectively,  "Permittee")  for  the  interim  use  of  certain  real 
property  located  in  the  City  and  County  of  San  Francisco,  as  such  property  is  more 
particularly  described  in  Exhibit  A  attached  hereto  ("Property);  and 

WHEREAS,  The  Water  Department  and  the  Permittee  failed  to  agree  upon  the  terms 
for  a  new  lease  for  the  Permittee's  long-term  use  of  the  Property,  and  consequently,  the 
Public  Utilities  Commission  revoked  the  Permit;  and 

WHEREAS.  The  Permittee  refused  to  surrender  the  Property  after  the  revocation  of 
the  Permit;  and 

WHEREAS,  The  Public  Utilities  Commission  requested  the  City  Attorney  to  tile 
unlawful  detainer  action  against  the  Permittee;  and 

WHEREAS,  The  City  Attorney  filed  an  unlawful  detainer  action  against  the  Permittee 
on  March  9,  1995  in  San  Francisco  Municipal  Court;  and 

WHEREAS,  The  Permittee  filed  a  countersuit  against  the  Public  Utilities  Commission 
on  March  28.  1995,  in  San  Francisco  Superior  Court;  and 

WHEREAS,  The  Permittee  offered  to  settle  both  actions  subject  to  the  terms  and 
conditions  set  forth  in  a  letter  dated  June  5,  1995,  sent  by  Permittee's  attorney  to  the  City 
Attorney  which  letter  is  attached  hereto  as  Exhibit  B:  and 

WHEREAS.  The  terms  and  conditions  of  the  proposed  settlement  were  presented  to 
the  Public  Utilities  Commission;  and 

WHEREAS.  The  Public  Utilities  Commission  determined  that  the  terms  and  conditions 
of  the  proposed  settlement  were  acceptable;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  agrees  to  settle,  on  the  terms  and 
conditions  set  forth  in  the  June  5th  letter  attached  hereto  as  Exhibit  B,  the  following  two 
actions:  (1)  City  and  County  of  Sa^  Francisco  v.  Encabo  Enterprises.  San  Francisco 
Municipal  Court  Action  No.  116-013.  tiled  March  9.  1995  and  (2)  Encabo  Enterprises  v. 
City  and  County  of  San  Francisco.  San  Francisco  Superior  Court  Action  No.  968-328,  filed 
March  28,  1995. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^    ,       JUNE  131995   

at  Its  meeting  of  —  ^ 


Secretary.  Public  Utilities  Cormnission 


EXHIBIT  A 


REAL  PROPERTY  DESCRIPTION 

All  that  certain  real  property  located  in  the  City  of 
San  Francisco,   County  of  San  Francisco,   State  of  California, 
described  as  follows: 

Commencing  at  the  most  southerly  corner  of  Lot  1,  Block 
7081-B,   as  per  map  of  Ocean  view  Terrace,    recorded  in 
Book  "N"  of  Maps,    Page  83  and  84,    in  the  office  of  the 
Recorder  of  the  City  and  County  of  San  Francisco,  State 
of  California;   thence  northerly  along  the  westerly  line 
of  said  Lot  1,   a  distance  of  10  feet  to  the  true  point 
of  beginning;  thence  continuing  northerly  along  said 
westerly  line  of  Lot  1,   a  distance  of  150  feet  to _ a 
point;   thence  southwesterly  at  right  angles  to  said 
westerly  line  of  Lot  1,   a  distance  of  20  feet  to  a 
point;   thence  southeasterly  and  parallel  to  the 
westerly  line  of  Lot  1,   a  distance  of  150  feet;  thence 
northeasterly  at  a  right  angle,    a  distance  of  20  feet 
to  the  true  point  of  beginning. 

The  entire  area  hereby  described  being  approximately  3,148 
square  feet  all  as  shown  on  San  Francisco  Water  Department 
Drawing  No.   B-4308-2  attached  as  Exhibit  B  to  this  Lease  and  made 
a  part  hereof . 


ENCAE03 . L3S 
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EXHIBIT  B 


Jamcs  D.  Sumner 
"  June  5,  1995 

VIA  wa  Mm  n.ji,  ^p,TT, 

victor  i.  CaBtillo 

Deputy  City  Attorney 

X390  Mark«t  etroo^,  6th  Floor 

Pox  Plasa 

Sas  FrancdDCO,  C&  94102 


Re:     City  and  Ccmrtiv  of  San  Francisco  v.  Sneabo  EntenpriBes 
case  No.  116-013 


Dear  Mr,  CaBtillo, 

•m±B  is  a  follow  up  to  our  phone  conver sationB ,  including 
tliat  of  this  afternoon,  concerning  wbat  I  believe  to  be  the  final 
resolution  of  tne  lease  proposal  between  Bncabo  Knterprises  aJoQ. 
tlie  City  and  County  of  san  Francisco  relative  to  a  lease  for  the 
Junipero  Serra  property. 

Hy  understanding  of  the  agreement  is  as  follows: 

X}     h.  fcmx  year  bgr-cement:  wi.tii  a  laontlily  rant:  of 

$1,500.00  fcTT  ths  firet  year,  $1,700.00  far  the  second  year, 
$1,900,00  for  the  third  year  and  $2,100.00  for  the  fourth  year. 

2)  Hpon  execution  of  the  agreaaent,  Encabo  will  pay  to 
the  City,  amortized  ovwr  the  first  four  sonths  of  the  lease  term/ 
$9,600.00  as  bacX  rent  for  the  period  of  October  i,  19^*  through 
May  30,  1995,     The  back  rent  is  based  on  a  $1,500.00  sontiay 
rent,  comaencing  on  October  i,  1994,  as  reduced  by  the  $600,00 
nonthly  payiaents  received  by  the  city  in  the  months  of  October, 
November  and  Deceiaber  1994  aMi  January  199S.     In  exchange  for 
full  payment  of  thic  sua,  the  City  ahall  release  all  rights  to 
the  money  daaages  otherwiss  obtained  by  it  in  the  unlawful 
OAtiaJLner  proceealng  in  tlie  axount  of  $1,140.00. 

3)  Effective  June  1,  1995,  Encabo  shall  start  paying 
the  City  monthly  r«nt:  in  the  isacmnt  of  $1,500.00  uittil  Lhe  lett^e 
is  approved  by  the  Public  TTtilities  Commission  and  executed  by 
the  parties.     Upon  receipt  bacK  from  yro  of  a  signed  copy  of  this 
letter,  I  wtJ.2  forthwith  cau»«  to  b«  dolivwred  to  your  office  the 
June  payment. 


X^ttar  to  Victor  L.  Castillo,  B«q. 
jun«  6,  1995 
Page  2 

4^     KJte.pt  foor  the  t«r«s  specified  Herein,  tue  lease 
shall  bm  on  the  sai.e  t^  ^  condittcmfi  of 
1    1994     in  this  rwrd,  »y  und^rstanfllng  is  that  tik«  city 
^inS^w  S  Sl5  ?SlIi,5So.uu  deposit  ortgln^ly  ^nl^ 

5)  incalx,  .hall  pay  La  the  CitT  ^^'^J^lS'^K^^-^r^^* 
co^  to  satisfy  in  full  the  feee  and  coat*  cl^^  J*^.- 

unl«rful  detail  motion.    Tht*  too  ^xll  be  a^rti^ad  oV^r 
the  fixst  four  aontha  of  tba  laaso. 

6)  KiicabD,  BJid  all  qther  naned  Plaintiffs, 

and  caui»«  of  action  they  «iay  hav«  sgainct  the  City  ac  it  relates 
tTthe  l^B  premises.     Encaho  will  diienoss  it«  cmrreirt  aotxon 
against  the  City  for  an  ecniitable  easement. 

Encabo  under&timds  that  this  off sr  U  coaditioned  upon 
aporoval  by  the  Puhlic  Utilities  Comniission,  ^ftt^® 
to  aft^  to  obtain  that  approval  as  soon  a«  practacax. 

It  «ils  coioportc  with  our  agreement,  X  yould  fW^^fi^^ 
if  youwould  ^cate  su^  by  signing  ^'^^^ff 
bott^  of  thift  letter.    It  is.  f tirther       tmder*tandlng-  thatjpon 
^STSL^Stlorby  your  offi^a  of  thi*  l«tter 

p«rt:pune  «ty  p^ing  eviction  .^ot«  uni^l  ^^^^^'''^ 
Public  Ptilitles  coattisslon  approves  the  new  lease. 

PlDaee  do  not  bOBltate  to  contact  wm  if  you  have  any 

cmestioos  or  coBmentB-   

^  Very  truly  youra. 


JDS/anc 


VICTOR  L.  CTlSTmO, 

Deputy  city  Attorney 

City  and  County  of  San  PrancisCO 


oo I  oliont 


PUBLIC  UTILITIES  COMMISSION 

CHY  AND  COUrm  OF  SAN  FRANCISCO 


95-0099 

RESOLUTION  No.   


WHEREAS,   the  Discrimination  Complaint  Panel  was 
convened  on  May  9,    1994  in  the  matter  of  Grove,   Richard  vs.  PUC 
Water  Department,   EEO  complaint  Number  93-29  and; 

WHEREAS,   a  decision  was  issued  by  Wendell  L.  Pryor, 
Human  Resources  Director  on  behalf  of  the  Discrimination 
Complaint  Panel  on  August  30,    1994,  and; 

WHEREAS,   it  was  the  finding  of  the  Panel  that  the 
Richard  Grove  is  entitled  to  back-pay  for  the  period  of  May  19, 
199  3  through  December  5,   199  3; 

THEREFORE,   be  it  resolved  that;   the  Public  Utilities 
Commission  approve  an  award  to  Richard  Grove  of  back-pay  in  the 
amount  of  $27,441.86,   as  directed  by  the  Discrimination  Complaint 
Panel . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  JUNE     13  1995 

at  Us  meeting  of  


Secretary.  Public  Utilities  Co/Emission 


PUBLIO  UTILITIES  COMMISSION 

CITY  AHO  COUNTY  OF  SAN  FHANCtSCO 


95-0100 

Na  


RESOLVED,  That  the  Public  Utilities  Commission,  pursuant  to  the  provisions  of 
Section  3.593  of  the  Charter  of  the  City  and  County  of  San  Francisco,  hereby  approves  the 
appointment  made  by  the  General  Manager  of  Public  Utilities  of  Steven  Ritchie  as  Manager, 
Bureau  of  System  Planning  and  Regulatory  Compliance,  PUC;  said  appointment  to  be 
effective  on  a  date  to  be  determined  by  the  General  Manager. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  JUNE     13  1995   

at  its  meeting  of .  


Secretary,  Public  Utilities  Commis s ion 


RUBLIC  UTILITIES  COMMISSION 

Orr  AND  COUNTY  OP  SAM  FRANCISCO 


RESOLUTION  No.        95  0101 


WHEREAS,  Pursuant  to  PUC  Resolution  No.  92-0063,  Commission  entered 
into  a  Agreement  with  MHB  Consultants,  Inc.,  formerly  McLeod  &  Associates,  for 
economic  consulting  services  related  to  protection  of  the  City  Water  rights;  and 

WHEREAS,  Additional  funding  is  needed  for  the  continued  services  of  MHB 
Consultants,  Inc.;  and 

WHEREAS,  Funding  for  this  contract  is  available  in  the  Hetch  Hetchy 
Operating  Budget;  now,  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  agrees  that  the 
contract  with  MHB  Consultants,  Inc..  a  certified  minority  firm,  be  increased  by 
$30,000,  for  a  contract  total  not  to  exceed  $341,000;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  authorizes  the  General  Manager 
of  the  Public  Utilities  Commission  to  execute  the  Fourth  Amendment  to  Agreement 
with  MHB  Consultants,  Inc. 


H011413 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  JUNE  131995 

at  Its  meeting  of  


Secretarv,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMIVllSSIOfM 

cm  AND  COUNTY  OF  SAN  FAANCISCO 


RESOLUTION  No.      95^01  02 


WHEREAS,  Hetch  Hetchy's  ability  to  meet  its  water  delivery  obligations 
while  optimizing  power  revenues  is  enhanced  by  computer  modeling,  and 

WHEREAS,  The  Consultant  has  been  of  especial  value  in  support  of  the 
ongoing  water  litigation;  and 

WHEREAS,  It  is  desired  to  extent  the  services  of  Consultant  to  August 
31,  1996  to  continue  to  provide  "as  needed"  support;  and 

WHEREAS,  Anticipated  services  will  exceed  the  authorized  spending 
level  of  the  agreement,  and 

WHEREAS,  Funding  for  this  contract  is  available  in  the  Hetch  Hetchy 
Operating  Budget;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  agrees  to  enter  into  the 
Seventh  Amendment  to  Agreement  with  Bookman-Edmonston  thereby  increasing  the 
amount  that  may  be  paid  under  the  contract  by  $1 20,000  for  fiscal  year  1 995/96,  for  a 
contract  total  not  to  exceed  $1,324,500  for  engineenng  services  as  descnbed  above, 
and  that  the  term  of  said  Agreement  be  extended  to  August  31,  1996,  and  be  it 

FURTHER  RESOLVED,  That  the  Commission  authonze  the  General 
Manager  of  the  Public  Utilities  Commission  to  execute  the  Seventh  Amendment  to  this 
Agreement. 


HO1 1402 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.     ,  JUNE     1  3  1995  

at  its  meeting  of  


Secretary.  Public  Utilities  Comnmssion 


PUBLIC  UTILITIES  COruiMISSIOTM 

cm  AND  COUNTY  OF  SAN  FRANCISCO 

«.^,...,n..„  95-0103 


WHEREAS,  The  State  of  California  Department  of  Health  Services 
(DoHS)  has  identified  a  serious  structural  deficiency  in  that  the  San  Francisco 
Water  Deparment's  (SFWD)  ten  (10)  sodium  hypochlorite  (NaOCl)  tanks  do  not 
have  seismic  restraints,  and  in  the  event  of  an  earthquake,  the  tanks  could  topple 
or  become  separated  fi"om  the  piping  which  could  result  in  the  loss  of  ability  to 
provide  disinfection  and  would  compromise  the  health  and  safety  of  the  public 
and  the  residents  of  San  Francisco,  and 

WHEREAS,  The  DoHS  has  directed  SFWD  to  correct  this  deficiency 
immediately,  and 

WHEREAS,  The  Public  Utilities  Commission  staff  has  determined  that 
the  loss  of  disinfection  capabilities  would  seriously  endanger  the  health  and  safety 
of  the  public,  that  emergency  condition  exists,  and  wishes  to  protect  the  health, 
welfare  and  safety  of  its  customers  and  employees,  desires  that  the  NaOCl  tanks 
be  replaced  and  seismic  restraints  be  installed,  and 

WHEREAS,  Funding  for  this  emergency  work  is  available  in  SFWD 
Project  845,  Upgrade  Sodium  Hypochlorite  Stations,  now,  therefore,  be  it 

RESOLVED,  That,  in  accordance  with  Administrative  Code  Section 
6  30,  this  Commission  hereby  establishes  a  Declaration  of  Emergency,  and,  be  it 
further 

RESOLVED,  That  this  Commission  authorizes  the  Utilities  Engineering 
Bureau  to  prepare  plans  and  specifications  and  to  provide  construction 
management,  and  the  SFWD  General  Manager  to  enter  into  an  emergency 
construction  contract  not  to  exceed  $110,000  to  $120,000  to  replace  sodium 
hypochlorite  storage  tanks  and  to  install  tank  seismic  restraints  and,  be  it  fijrther 

RESOLVED,  That  the  Commission  hereby  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  to  approve  the  expenditure  of  $150,000 
for  emergency  measures  to  correct  the  chemical  storage  deficiency  as  directed  by 
DoHS  and  to  waive  the  usual  contractual  procedures  so  that  the  work  can  be 
performed  in  the  most  expeditious  manner  possible. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of. 


JUNE     1  3  1995 


Secretary.  Public  Utilities  Commission 


H'UBLIC  UTILITIES  COMIVllSSIOM 

CITY  AND  COUNry  OP  SAM  FHANCISCO 


RESOLUTION  No.  95-0104 


WHEREAS,  This  Commission  by  its  Resolution  No  95-0017  adopted 
on  February  14,  1995  authorized  the  Water  Department  to  receive  bids  from 
qualified  contractors  to  provide  construction  services  on  the  Alameda  Creek 
Diversion  Dam  Road,  and, 


WHEREAS,  After  a  thorough  evaluation  by  HRC  and  Water 
Department  personnel  of  the  bids  received  to  complete  the  described  work, 
it  IS  recommended  the  contract  be  awarded  to  Gary  Marciel  Excavating;  now, 
therefore,  be  it 


RESOLVED,  That  this  Commission  authorizes  the  General  Manager 
of  the  San  Francisco  Water  Department  to  award  a  construction  contract  to 
Gary  Marciel  Excavating  for  an  amount  not  to  exceed  $176,000  for 
maintenance  work  on  the  Alameda  Creek  Diversion  Dam  Road  as  outlined 
in  the  contract  and  as  presented  on  the  pre-bid  tour,  using  funds  available 
in  the  Water  Departments  CIP  for  Grading  and  Resurfacing  Roads  Project 
666-03,  Index  #3-63531 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JUNE     1 3  1995 


at  its  meeting  of  _ 


Secretary,  Public  Utilities  Commission 


RUBHC  UTILITIES  COM  MISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTrON  Na  95-0105 


WHEREAS,  The  Water  Department  has  exceeded  its  operating  budget  in  the 
following  expenditure  categories:  overtime,  materials  and  supplies  and  workers 
compensation;  and 


WHEREAS,  The  Department  is  projecting  surpluses  in  other  expenditure 
categories  which  will  offset  the  over  expenditures  in  ove'-time,  materials  and 
supplies  and  workers  compensation;  Now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  Water  Department  to 
transfer  funds  between  the  various  expenditure  categories  detailed  below  to  cover 
year-end  shortfalls: 


From: 

001  Permanent  Salaries  $170,000 
330  Services  of  BLH&P  $582,808 


To: 

010  Overtime  $170,000 

130  Materials  &  Supplies  $500,000 

370  Workers  Compensation  $82,808 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
its  meeting  JUNE       1  3  1995 


Secretary,  Public  Utilities  Commission 


);\data\water\shorTerm\workeree 


U H» L  I Cj:  U  T  II  I  I  le.ti  CCDIVIIVIISSIOIM 

CJTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.       9  5  "0  1  06 


WHEREAS,  The  Priest  Reservoir  Diversion  Channel  was  constructed  to 
prevent  storm  flow  from  entering  Priest  Reservoir  and  contaminating  the  water 
supply,  and 

WHEREAS,  The  diversion  channel  was  damaged  by  a  major  rainstorm 
on  March  10,  1995,  which  included  severe  erosion  of  the  hillside  at  the  discharge 
end,  and 

WHEREAS,  Repairs  to  the  channel,  extension  of  the  existing  pipeline 
and  erosion  control  improvements  must  be  constructed  before  November  30, 
1995;  and 

WHEREAS,  The  Public  Utilities  Commission  declares  that  emergency 
conditions  exist  and  must  undertake  immediate  measures,  pursuant  to 
Administrative  Code  Section  6.30,  to  protect  the  water  quality  of  Priest  Reservoir 
and  prevent  erosion  of  the  hillside  at  the  discharge  end.  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  establishes  a  declaration  of 
emergency;  and  be  it  fiarther 

RESOLVED,  That  this  Commission  authorizes  the  Utilities  Engineering 
Bureau  to  prepare  plans  and  specifications  and  to  provide  construction 
management,  and  the  Hetch  Hetchy  General  Manager,  to  enter  into  an  emergency 
contract  for  an  estimated  amount  not  to  exceed  $975,000  and,  be  it  further 

RESOLVED,  That  this  Commission  hereby  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  a  supplementary  appropriation  m  the 
amount  of  $1,380,000  for  emergency  repair  and  improvement  measures  to  the 
Priest  Reservoir  Diversion  Channel  Funding  is  available  in  Hetch  Hetchy's 
Unappropriated  Fund  balance. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of  JUNE       1  3  1995 


Secretary.  Public  Utilities  Commission 


F>UBI_IC  UXILITIES  COfl/IIVIISStON 

CTTY  »NO  COUMTT  or  SAN  (FRANCISCO 


RESOLUTION  Na . 


95-0107 


WHEREAS.  Hetch  Hetchy  and  Civil  Service  have  undertaken  a  major 
study  of  Hetchy's  existing  powerhouse  operation  which  recommends  the 
reclassification  of  existing  positions  to  more  accurately  reflect  the  operation  of  the 
powerhouse;  and 

WHEREAS,  Hetchy's  1994-95  budget  includes  unclassified  positions 
to  comply  with  this  recommendation;  and 

WHEREAS,  Due  to  delays  in  the  classification  process.  Hetchy  has 
had  to  use  unscheduled  overtime  to  ensure  the  operation  of  the  powerhouses 
exhausting  overtime  funds;  and 

WHEREAS,  On  February  14,  1995  through  Resolution  #95-0018,  this 
Commission  approved  a  fund  transfer  from  surplus  salaries  to  "Overtime"  to  cover 
the  unscheduled  use  of  overtime  through  May  1,  1995;  and 

WHEREAS.  Due  to  continued  delays  in  classifying  these  positions, 
additional  funds  will  be  required  to  cover  the  unscheduled  use  of  overtime  through 
the  end  of  the  fiscal  year;  now,  THEREFORE,  be  it 

RESOLVED,  That  this  Commission  authorizes  Hetch  Hetchy  to  transfer 
$45,000  from  surplus  "Permanent  Salaries"  to  "Overtime"  to  cover  the  overtime 
shortfall  through  June  30,  1995. 


j:\data\HH\shorterm\calilem.doc 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JUNE  1  3  1995 


Secretary,  Public  Uttlitws  Com^iysion 


f  UOLIC  UTILITIES  COIVIIVIISSIorM 

CrrV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  .  95-0108 


WHEREAS,  Under  Hetch  Hetchy  Water  &  Power  Contract  No.  HH- 
845,  Moccasin-Newark  Transmission  Line  -  Tower  Painting,  the  City  desires  to 
have  the  maximum  number  of  high  voltage  transmission  line  towers  painted  for  an 
amount  equal  to  $330,000  00.  and 

WHEREAS,  Bids  were  received  on  May  23,  1995  for  Hetch  Hetchy 
Water  &  Power  Contract  No,  HH-845,  Moccasin-Newark  Transmission  Line  - 
Tower  Painting,  and, 

WHEREAS,  Public  Utilities  Maintenance  of  Brooklyn,  New  York  is  the 
low  bidder,  proposing  to  paint  276  transmission  line  towers;  and, 

WHEREAS,  The  PUC  Office  of  Contract  Compliance  has  determined 
Public  Utilities  Maintenance  to  be  the  lowest  responsive  bidder,  now,  therefore, 
be  it 

RESOLVED,  That  this  Commission  hereby  awards  Hetch  Hetchy  Water 
&  Power  Contract  No  HH-845,  Moccasin-Newark  Transmission  Line  -  Tower 
Painting  in  the  amount  of  $330,000.00  to  Public  Utilities  Maintenance,  Brooklyn, 
New  York,  as  the  lowest  responsive  bidder 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JUNE       1  3  1995 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNVf  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0109 


WHEREAS,  Water  Department  plans  to  design  and  construct  the  Millbrae 
Water  Quality  Division  Laboratory  Building  in  accordance  with  the  approved 
1986/1989  Millbrae  Master  Plan,  and 

WHEREAS*  The  new  Millbrae  Water  Quality  Division  Laboratory  Building 
is  needed  to  meet  the  increasingly  stringent  regulatory  standards  concerning  the 
testing  and  reporting  of  water  quality,  and 

WHEREAS,  The  Utilities  Engineering  Bureau  is  scheduled  to  begin 
developing  the  Millbrae  Water  Quality  Division  Laboratory  Building  Conceptual 
Engineering  Report  in  the  third  quarter  of  1995  at  a  cost  of  $475,000,  and 

WHEREAS,  Funding  in  the  amount  of  $475,000  is  available  in  FAMIS 
Project  No,  828-01  Hetch  Hetchy  Treatment  (index  code  747667);  now,  therefor, 
be  it 

RESOLVED,  That  this  Commission  authorizes  the  transfer  of  $475,000 
from  FAMIS  Project  No  828-01  Hetch  Hetchy  Treatment  Plant  to  FAMIS  Project 
No,  779-01  Millbrae  WQD  Laboratory  to  develop  the  Conceptual  Engineering 
Report. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JUNE    1 3  1995 


at  its  meeting  of  

Secretary, 


Secretary,  Public  Utilities  Con^issi 


PUBLIC  UTILITIES  COMMISSION 

CJTY  AND  COUr*TY  OF  SAN  FnANCISCO 


RESOLUTION  No.      95-01  10 


WHEREAS,  The  San  Francisco  Water  Department  has  an  on-going  Feeder  Main  Replacement 
Program  to  improve  water  delivery  to  various  parts  of  the  transmission  system  in  the  City,  and  has 
identified  the  existing  16-inch  main  in  Valencia  Street  between  Market  and  16th  Streets  as  being  in 
need  of  replacement;  and 

WHEREAS,  The  Department  of  City  Planning  has  made  a  determination  that  the  Feeder  Main 
Program  is  categorically  exempt  from  environmental  review  as  a  Class  1(b)  project  under  the  State 
Guidelines  implementing  the  California  Environmental  Quality  Act;  and 

WHEREAS,  The  San  Francisco  Water  Department  has  completed  plans  and  specifications  for 
the  construction  of  a  new  16-inch  feeder  main  to  replace  the  existing  main  in  Valencia  Street  between 
Market  and  16th  Streets;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  notes  that  the  construction  of  the  water  feeder  main 
as  shown  on  the  plans  and  specifications  for  Water  Department  Contract  WD-2103,  is  categorically 
exempt  from  the  California  Environmental  Quality  Act  as  a  Class  1(b)  project;  and,  be  it  further; 

RESOLVED,  That  this  Commission  hereby  approves  the  final  plans  and  specifications  for  San 
Francisco  Water  Department  Contract  WD-2103,  16-inch  Ductile  Iron  Feeder  Main  Installation  in 
Valencia  Street  between  Market  and  16th  Streets,  and  authorizes  advertising  for  bids  for  said  contract. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a,  Us  meeting  .f  JUNE       1  3  1995 


Secre tary,  Public  Utilities  Comfhission 


fJBLIC:  UTILITIES  CO  M  Ml  I SSIO  ISJ 

CfTY  AND  COUNTV  OF  SAN  FRANCISCO 


QS-fi1 1 1 

RESOLUTION  No.  V  x  A  X 


WHEREAS.  By  Resolution  No.  94-0254  adopted  on  November  8,  1994,  the 
Commission  authorized  advertising  for  bids  for  San  Francisco  Water  Department  Contract 
WD-2146,  8-Inch  Ductile  Iron  Main  in  Howard  Street,  Various  Locations  between  4th  and 
13th  Streets,  and  in  Russ  Street  between  Howard  and  Folsom  Streets;  and 

WHEREAS,  The  Advertisement  for  Bids  was  duly  published  in  the  City's  official 
newspaper  on  March  18,  1995;  and 

WHEREAS,  Due  to  apparent  lack  of  interest  on  the  pzn  of  potential  bidders,  the  pre- 
bid  conference  to  discuss  affirmative  action  and  contract  compliance  provisions  of  the 
contract  was  repeated,  and  the  bid  date  postponed;  and 

WHEREAS,  Only  one  bid  was  received  prior  to  the  deadline  for  the  receipt  of  bids;  and 

WHEREAS,  The  sole  bidder's  bid  is  responsive,  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water  Department 
Contract  WD-2146,  8-Inch  Ductile  Iron  Main  In  Howard  Street,  Various  Locations  between 
4th  and  13th  Streets,  and  in  Russ  Street  between  Howard  and  Folsom  Streets,  to  the  sole 
bidder,  P&J  Utility  Company,  whose  address  is  1450  Sutter  Street,  #546,  San  Francisco, 
CA  94109,  in  the  net  amount  of  $595,930.00. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JUNE     1 3  1995 

at  Its  meeting  of  _ 


Secretary,  Public  Utilities  Conmnssion 


F»UBI_IC  UTILITIES  OOMMISSIOIM 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


95-0112 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No.  WD- 
2164,  North  Airport  Pipeline  Replacement,  work  is  to  be  performed,  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on  May 
17,  1995,  and 

WHEREAS,  Award  of  this  contract  to  the  low  bidder  has  been  approved 
by  the  PUC  Contract  CompHance  Office,  now  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No  WD-2164,  North  Airport  PipeHne  Replacement,  in  the 
amount  of  $635,535  to  the  low  bidder  Shaw  Pipeline  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,.,  ,  JUNE     13  1995 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

dry  AND  COUNTV  OF  SAN  FRANCISCO 


RESOLl/TION  No. 


95-0113 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No.  WD-2189,  Repaying 
of  Street  and  Sidewalk  Openings  on  as-needed  basis  is  to  be  performed  during  the  fiscal  year 
ending  June  30,  1996;  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on  April  25,  1995; 

and 

WHEREAS,  The  subcontracting  goals  established  for  this  project  are  28  percent  MBE 
and  6  percent  WBE;  and 

WHEREAS,  The  low  bidder,  M.H.  Construction  Company  indicated  in  their  bid  that 
they  will  achieve  the  28  percent  MBE  and  6  percent  WBE  subcontracting  goals  and  comply 
with  the  Affirmative  Action  Requirements  of  the  contract  as  required  by  the  San  Francisco 
Administrative  Code  Section  12D;  now,  therefore,  be  it 

RESOLVED.  That  this  Commission  hereby  awards  San  Francisco  Water  Department 
Contract  No.  WD-2189,  Repaving  of  Street  and  Sidewalk  Openings  for  the  San  Francisco 
Water  Department  for  the  Fiscal  Year  Ending  June  30,  1 996,  in  the  amount  of 
$1,220,886.00  to  M.H.  Construction  Company,  1975  12th  Avenue,  San  Francisco,  CA 
94116  as  the  lowest  responsive  bidder. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.     ,  JUNE     1 3 1995 

at  its  meeting  of.  uuni-       x  " 


Secretary,  Public  Utilities  Commission 


*^*-»Bl_IC  UTILITIES  COMMISSI 01^4 

CTTY  ANO  COUffTY  OF  SAN  FHANCISCO 


RESOLUTION  Na  95-0114 


WHEREAS,  An  Agreement  between  the  City  and 
Montgomery-Watson  Americas,  Inc . /  ( formerly  James  M. 
Montgomery  Consulting  Engineers,  Inc.)  was  entered  into 
on  August  8,  1989  for  the  conceptual  engineering  design 
of  improvements  to  the  Sunol  Valley  Water  Treatment 
Plant;  and 

WHEREAS ,  Amendment  No .  1  to  said  Agreement  was 
approved  by  the  Public  Utilities  Commission  in  June 
1991,  (Resolution  91-0247),  to  perform  detailed  design 
engineering  and  a  limited  amount  of  construction  support 
services;  and 

WHEREAS ,  Amendments  No .  2  and  No .  3  to  said 
Agreement  were  approved  in  September  1992,  (Resolution 
92-0260  and  92-0261,  respectively),  by  the  Public 
Utilities  Commission  to  perform  additional  design 
services  and  construction  support  services;  and 

WHEREAS,  Amendment  No.  4  to  said  Agreement  was 
approved  by  the  Public  Utilities  Commission  in  October 
1993  (Resolution  93-0319)  to  extend  the  completion  of 
the  Consultant  Services  Agreement  between  the  City  and 
Montgomery-Watson  Americas,  Inc.  to  May  31,  1994  at  no 
additional  cost  to  the  City;  and 

WHEREAS,  It  has  become  necessary  to  extend  the 
consultant  agreement  completion  time  to  December  31, 
1995;  and 

WHEREAS,  Montgomery-Watson  Americas,  Inc.  has 
demonstrated  its  capability  to  perform  this  work  in  the 
most  efficient  and  expeditious  manner;  and 

WHEREAS,  The  approval  of  the  time  extension  will 
result  in  no  additional  cost  to  the  City;  now,  therefore 
be  it 

RESOLVED,  That  this  Commission  hereby  authorizes 
the  Manager,  Utilities  Engineering  Bureau  to  execute 
Amendment  No .  5  to  said  Agreement  which  extends  the 
completion  of  the  Consultant  Services  Agreement  between 
the  City  and  Montgomery-Watson  Americas,  Inc.  to 
December  31,    1995  at  no  additional  cost  to  the  City. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  JUNE       1  3  1995 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTIUITIES  COMMISSION 
CfTY  AND  COUNTY  OF  SAN  PHANCISCO 


RESOLUTION  No. 


95-0115 


WHEREAS.  The  City  and  County  of  San  Francisco  owns  certain  real  property, 
presently  under  the  jurisdiction  of  the  San  Francisco  Water  Department  in  Santa  Clara 
County;  and 

WHEREAS,  Since  the  late  1950's  several  permits  and/or  leases  have  been  issued  for 
use  of  all  or  a  portion  of  the  proposed  permit  area;  and 

WHEREAS.  During  the  removal  of  improvements  and  existing  facilities  in 
accordance  with  the  terms  and  conditions  of  the  lease  between  the  City  and  County  of  San 
Francisco,  as  lessor,  and  Quantic  Industries,  Inc.,  as  lessee,  dated  April  27,  1982.  for  a  3.2 
acre  portion  of  the  proposed  permit  area,  Quantic  Industries  discovered  a  low  level  of 
groundwater  contamination;  and 

WHEREAS,  The  Regional  Water  Quality  Control  Board  was  notified  of  the 
groundwater  contamination  and  has  encouraged  the  various  involved  parties  to  assess  the 
severity  of  the  contamination  and  develop  a  remediation  plan,  if  necessary;  and 

WHEREAS.  Conestoga-Rovers  &  Associates  Limited,  an  environmental  engineering 
firm,  has  requested  a  permit  on  behalf  of  TransTechnology,  a  former  tenant  of  the  above 
referenced  3.2  acre  site;  and 

WHEREAS.  The  Water  Department  has  determined,  and  has  completed  a 
certification,  that  the  project  described  by  the  proposed  permit  is  categorically  exempt  from 
the  requirements  of  the  California  Environmental  Quality  Act,  under  CEQA  Section  21084, 
Class  6;  now  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  approves  the  terms  and  conditions  and 
authorizes  the  execution  of  that  certain  revocable  permit  of  approximately  59.7  acres  of  land 
to  Conestoga-Rovers  &  Associates  Limited  and  TransTechnology  Corporation,  as  permittee, 
for  the  purpose  of  conducting  studies  of  soil  and  groundwater  contamination  as  set  forth  in 
the  revocable  permit  of  certain  real  property  under  the  jurisdiction  of  the  Water 
Department,  as  shown  on  Water  Department  Drawing  No.  C-786B,  for  a  three  (3)  month 
period. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  JUNE       1  3  1995 


Secretary.  Public  Utilities  ComMission 


PUBLIC    UTILITIES  COMMISSION 


1155  Market  Street,  4th  Floor 
San  Francisco.  California  94103 
(415)  554-3155 


NOTICE  OF  PUBLIC  HEARING 
TO  CONSIDER  FINDINGS  OF  FACT  AND  JUDGMENT 
RELATING  TO  THE  TRANSFER  OF  FUNDS 
FROM  HETCH  HETCHY  WATER  AND  POWER 
TO  THE  GENERAL  FUND 


Notice  is  hereby  given  that  the  Public  Utilities  Commission  of  the  City  and  County  of  San 
Francisco  will  hold  a  public  hearing  on  Tuesday.  June  27,  1995  at  2:00  P.M.  in  Room  402,  1 155 
Market  Street,  San  Francisco,  California  to  consider  findings  in  fact  and  judgment  under  Section 
6.407  of  the  Charter  of  the  City  and  County  of  San  Francisco  relating  to  the  transfer  of  a  total 
of  $37,703,273  to  the  general  fund  from  the  Hetch  Hetchy  Water  and  Power. 

Copies  of  the  proposed  findings  are  available  for  public  review  from  the  office  of  the  Secretary 
of  the  Public  Utilities  Commission,  1 155  Market  Street,  Fourth  Floor,  San  Francisco,  California 
554-3165. 

All  interested  parties  are  invited  to  attend  the  public  hearing  and  present  their  views. 


Romaine  A.  Boldridge 
Secretary 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

SPECIAL  MEETING 

June  27,  1995 
12:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  C.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werhe 


DEPARTMENTS 
Water  Department 
Hetch  HetLhy 


BUREAUS 
En};ineerin}>  and  Construction  Management 
Finance 

Information  Systems 
Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


,   Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-103 


Call  to  Order: 


12:10  p.m. 


Present:  President  Morton  Miller,  Commissioner  Yasin  (Sal)  Salma, 

Commissioner  Robert  K.  Werbe 

Commissioner  Otsea  arrived  at  12:12  p.m. 

Vice  President  Normandy  arrived  at  12:30  p.m. 


RESOLUTION 

NO. 


On  motion  of  Commissioner  Normandy,  seconded  by 
Commissioner  Salma,  the  following  resolution  was  adopted: 

95-01  16  WD       Approving  settlement  of  litigation  in  the  case  of  CCSF  v.  USA, 

USDC  No,  C94-0902. 

VOTE:  AYES    -    Miller,  Normandy,  Otsea,  Salma,  Werbe 


Copies  of  the  above  resolution  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


**♦*♦♦♦♦+♦♦♦*♦*♦*+♦♦♦♦ 

The  meeting  was  opened  for  public  comments  on  the  matters  to  be  discussed  in 
closed  session.  There  were  no  public  comments  received. 

The  meeting  was  adjourned  to  a  closed  session  at  12:12  p.m. 

At  2:19  p.m.,  the  special  meeting  reconvened  in  open  session  and  declared  a  recess 
until  after  the  regular  meeting. 

The  meeting  reconvened  in  closed  session  from  3:45  p.m.  to  5:25  p.m.  when  the 
meeting  was  reconvened  in  open  session. 


95-104 


Romaine  A.Boldridge,  Commission  Secretary,  announced  that  the  Commission 
conferred  with  legal  counsel  and  approved  a  settlement  of  litigation  in  the  case  of 
CCSF  V.  USA,  USDC  No.  C94-0902.   No  action  was  taken  by  the  Commission  on  the 
other  items  calendared  for  the  closed  session. 

The  Commission  also  conferred  with  its  real  property  negotiator  regarding  leases  with 
Chevron  Oil  Company;  Crystal  Springs  Golf  Course;  and,  the  City  of  Burlingame.  No 
action  was  taken  by  the  Commission  on  any  of  these  leases. 

Commissioner  Salma  moved,  seconded  by  Commissioner  Normandy,  not  to  disclose 
the  discussion  during  the  closed  session.  The  motion  passed  unanimously. 

THEREUPON,  THE  MEETING  WAS  ADJOURNED:     5:26  P.M. 


Romaine  A.  Boldridge 
Secretary 


95-105 


MINUTES 

PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Frank  M.  Jordan 
MAYOR 

REGULAR  MEETING 

June  27,  1995 
2:00  P.M. 
Room  402 
1155  Market  Street,  Fourth  Floor 

COMMISSIONERS 
Morton  Miller,  President 
E.  Dennis  Normandy,  Vice  President 
Marion  E.  Otsea 
Yasin  (Sal)  Salma 
Robert  K.  Werbe 


DEPARTMENTS 
Water  Department 
Hetdi  Hetchy 


BUREAUS 
Engineering  and  Construction  Managanent 
Finance 

Information  Systems 

Personnel  and  Training 

System  Planning  and  Regulatory  Compliance 


Anson  B.  Moran 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


95-106 


Call  to  Order: 


2:20  p.m. 


Present:  President  Morton  Miller,  Vice  President  E.  Dennis  Nornnandy, 

Commissioner  Marion  E.  Otsea,  Commissioner  Yasin  (Sal)  Salma, 
Commissioner  Robert  K.  Werbe 


On  motion  of  Commissioner  Salma,  seconded  by  Commissioner  Normandy,  the  Minutes 
of  the  Special  Meeting  and  the  Regular  Meeting  of  June  13,  1995  were  approved. 

************************* 

RESOLUTION 

NO. 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-01 1  7  HH        Adopting  Findings  of  Fact  and  Judgment  relating  to  the  transfer 

of  funds  from  Hetch  Hetchy  Water  &  Power  to  the  General  Fund. 

VOTE:  AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Otsea,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-01 18  WD       Adopting  the  San  Francisco  Public  Utilities  Commission's 

Residential  and  Commercial  Water  Conservation  Program  for 
Suburban  Retail  Customers. 

VOTE:  AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Salma,  the  following  resolution  was  adopted: 

95-0119  UEB      Awarding  San  Francisco  Water  Department  Contract  No.  WD- 

2183,  Bay  Division  Pipeline  NOS.  1  &  2  Flanged  Connection 
Replacement,  in  the  amount  of  $334,000.00  to  the  low  bidder, 
Anderson  Pacific  Engineering  Construction,  Inc. 

VOTE:  AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 


95-107 


On  motion  of  Commissioner  Werbe,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0120  UEB      Authorizing  the  Manager,  Utilities  Engineering  Bureau  to  request 

proposals,  interview,  select  and  recommend  to  the  Commission  a 
geotechnical  engineering  consultant  team  to  perform  geotechnical 
and  other  specialized  engineering  services. 

VOTE:   AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0121  BF        Authorizing  an  amendment  to  the  lease  agreement  with  Mission 

Valley  Rock  Co.  to  provide  for  the  reimbursement  of  real  property 
taxes  and  assessments  on  the  leased  premises  comprising 
approximately  204  acres  located  in  a  portion  of  Parcel  65  Sunol 
and  San  Antonio  lands  in  Alameda  County. 

VOTE:  AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 

On  motion  of  Commissioner  Salma,  seconded  by  Commissioner 
Otsea,  the  following  resolution  was  adopted: 

95-0122  BF        Approving  the  exercise  of  an  option  to  extend  the  term  of  lease 

with  Van  Van  Vo  dba  New  Long  Fish  Company;  and  authorizing 
the  Bureau  of  Finance  to  waive  the  assessment  of  treble  rents 
during  the  months  of  May  and  June  1995. 

VOTE:  AYES  -  Miller,  Normandy,  Otsea,  Salma,  Werbe 


Copies  of  the  above  resolutions  are  on  file  in  the  office  of  the  Secretary  of  the  Public 
Utilities  Commission. 


************ 


95-108 


GENERAL  MANAGER'S  REPORT 


Request  for  Reconsideration 

Anson  B.  Moran,  General  Manager  of  Public  Utilities  reported  that  the  Commission  had 
received  a  request  for  reconsideration  of  the  Commission's  action  regarding  the  preferred 
alternative  for  the  Watershed  Management  Plan.  None  of  the  Commissioners  had 
requested  that  this  matter  be  calendared.  Mr,  Moran  stated  that  a  reply  would  be 
prepared  notifying  the  requestor  that  the  matter  would  not  be  calendared.  However,  the 
requestor  may  address  the  Commission  on  the  matter  at  any  meeting. 

Temporary  Water  Service  to  The  Presidio 

Christine  Morioka,  Water  Resource  Manager,  reported  that  the  temporary  water  service 
contract  that  staff  is  currently  negotiating  is  based  upon  last  year's  contract  extended  to 
September  30  1996  when  it  is  expected  that  The  Presidio's  water  filtration  plant  will  be 
completed.  There  are  no  provisions  for  further  extensions  of  the  contract.  At  that  time. 
The  Presidio  is  expected  to  be  on  its  own.  with  the  possible  exception  of  the 
cogeneration  plant  at  Letterman  Hospital. 

Update  on  Turbidity 

Steve  Leonard,  Project  Manager,  Water  Treatment  Improvement  Project  reported  that 
following  the  turbidity  incident  in  March  1995,  the  State  Department  of  Health  Services 
directed  that  the  City  undergo  a  third  party  review  of  its  treatment  plant  operations  and 
its  power  operations  as  to  how  they  affect  water  quality.  A  team  of  six  people,  approved 
by  the  State,  has  been  assembled  and  will  conduct  its  investigation  this  week. 

Court  Ruling 

Mr  Moran  reported  that  San  Francisco  won  a  lawsuit  .n  the  Supreme  Court  which  upheld 
that  Proposition  13  applies  to  property  tax  paid  by  other  municipalities.  This  should 
result  in  San  Francisco  receiving  a  return  of  about  $8  million  from  taxes  paid  to  other 
counties  --  approximately  $1.5  million  to  the  Airport  and  about  $6.5  million  to  the  PUC. 
Two-thirds  of  the  PUC's  portion  will  be  credited  to  the  suburban  users  and  one-third  to 
San  Francisco. 


PUBLIC  COMMENT 

Helen  Heifer,  Executive  Director.  Bernal  Heights  Housing  Corporation,  and  J.  R^^hy 
Talansky,  Housing  Project  Developer,  presented  the.r  proposal  to  develop  an  affordable 
housing  project  on  Water  Department  property  adjacent  to  College  Hill  Reservoir. 

Mr.  Moran  said  that  staff  did  not  have  any  plans  to  dispose  of  this  property. 


95-109 


GENERAL  MANAGER'S  REPORT 


Request  for  Reconsideration 

Anson  B  Moran,  General  Manager  of  Public  Utilities  reported  that  the  Commission  had 
received  a  request  for  reconsideration  of  the  Commission's  action  regarding  the  preferred 
alternative  for  the  Watershed  Management  Plan.  None  of  the  Commissioners  had 
requested  that  this  matter  be  calendared.  Mr.  Moran  stated  that  a  reply  would  be 
prepared  notifying  the  requestor  that  the  matter  would  not  be  calendared.  However,  the 
requestor  may  address  the  Commission  on  the  matter  at  any  meeting. 

Temporary  Water  Service  to  The  Presidio 

Christine  Morioka.  Water  Resource  Manager,  reported  that  the  temporary  water  service 
contract  that  staff  is  currently  negotiating  ,s  based  upon  last  year's  contract  extended  to 
September  30,  1996  when  it  is  expected  that  The  Presidio's  water  filtration  plant  will  be 
completed.  There  are  no  provisions  for  further  extensions  of  the  contract.  At  that  time, 
The  Presidio  is  expected  to  be  on  its  own,  with  the  possible  exception  of  the 
cogeneration  plant  at  Letterman  Hospital. 

Update  on  Turbidity 

Steve  Leonard,  Project  Manager,  Water  Treatment  Improvement  Project  reported  that 
following  the  turbidity  mc.dent  in  March  1995,  the  State  Department  of  Health  Services 
directed  that  the  City  undergo  a  third  party  review  of  its  treatment  plant  operations  and 
its  power  operations  as  to  how  they  affect  water  quality.  A  team  of  six  people,  approved 
by  the  State,  has  been  assembled  and  will  conduct  its  investigation  this  week. 

Court  Ruling 

Mr  Moran  reported  that  San  Francsco  won  a  lawsuit  m  the  Supreme  Court  which  upheld 
that  Proposition  1  3  applies  to  property  tax  paid  by  other  municipalities.  This  should 
result  in  San  Francisco  receiving  a  return  of  about  $8  million  from  taxes  paid  to  other 
counties  -  approximately  51.5  million  to  the  Airport  and  about  $6.5  ^^'1''°;^°  J'^';- 
Two-thirds  of  the  PUC's  portion  will  be  credited  to  the  suburban  users  and  one-third  to 
San  Francisco. 


PUBLIC  COMIVIENT 


Helen  Heifer,  Executive  Director.  Bernal  Heights  Housing  Corporation,  and  J.  R^t^y 
Talansky,  Housing  Pro,ect  Developer,  presented  their  proposal  to  develop  an  affordable 
housing  project  on  Water  Department  property  adjacent  to  College  Hill  Reservoir. 

Mr.  Moran  said  that  staff  did  not  have  any  plans  to  dispose  of  this  property. 


95-109 


Resolution  No.  95-01 1  7  -  Public  Hearing  to  consider  findings  of  fact  and  judgment 
relating  to  the  transfer  of  funds  from  Hetch  Hetchy  Water  &  Power  to  the  general  fund. 

Lawrence  T.  Klein.  General  Manager  of  Hetch  Hetchy,  presented  the  basis  of  the  staff 
recommendation  to  increase  The  transfer  by  $14,478,470,  bringing  the  total  to 
$30,165,393. 

Commissioner  Otsea  expressed  concern  about  transferring  money  to  the  general  fund 
that  we  may  need  for  an  emergency  or  for  our  capital  projects. 

Commissioner  Otsea  and  Commissioner  Werbe  expressed  their  disagreement  with  the 
Public  Utilities  Commission  continuing  to  transfer  funds  to  the  Municipal  Railway  now 
that  it  is  no  longer  part  of  the  PUC. 

There  were  no  public  comments. 


Resolution  No  95-001  8  -  Public  Hearing  to  consider  the  adoption  of  the  San  Francisco 
Public  Utilities  Commission's  Residential  and  Commercial  Water  Conservation  Program  for 
Suburban  Retail  Customers. 

There  were  no  public  comments. 


»  *  *  * 


THEREUPON,  THE  MEETING  WAS  ADJOURNED:     3:35  P.M. 


Romaine  A.  Boldridge 
Secretary 


95-110 


PUBLIC  UTILITIES  COMMISSION 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


95-0116 


WHEREAS,  The  City  acquired  by  condemnation  fee  title  to 
property  (the  "Property")  from  the  Trustees  of  the  Leland 
Stanford  Junior  University  ("Stanford")   for  City  Water  Department 
purposes,  pursuant  to  a  Final  Decree  in  Condemnation  dated 
November  21,   1952,   recorded  January  20,   1953,   in  Volume  2566  of 
the  Official  Records,  at  page  36,  Santa  Clara  county  Records  (the 
"Condemnation  Decree");  and 

WHEP.EAS,  A  provision  of  the  Condemnation  Decree  reserved  to 
Stanford,   its  successors  and  assigns,  the  right  "to  plant,  put  in 
lawn,  cultivate,  irrigate,  harvest  and  retain  crops  .   .   .  and  to 
use  said  land  for  pasturage  and  other  purposes  .   .   .  provided 
that  [Stanford]  shall  not  plant  any  trees  or  erect  any  building 
or  permanent  structure"  on  the  Property;  and 

WHEREAS,  On  March  5,   1956,   a  final  judgment  was  entered 
whereby  the  United  States   ("USA")   acquired  by  eminent  domain 
various  property  rights  of  Stanford,   including  Stanford's  rights 
in  a  portion  of  the  Property  (the  portion  of  the  Property 
adjacent  to  the  property  condemned  by  USA  shall  be  referred  to  as 
the  Right-of-Way) .     The  judgment  was  recorded  in  Volume  3439, 
page  182  of  the  Santa  Clara  County  Records.     The  judgment 
excludes  from  the  estate  and  interests  condemned  "all  of  the 
rights,  title  and  interest  of  [the  City]  acquired  ....  in  [the 
Condemnation  Decree]    .    .    .    .";  and 

WHEREAS,  USA,   through  its  Department  of  Veterans  Affairs 
("DVA"),  erected  a  medical  center  on  the  land  acquired  from 
Stanford,  including  accessory  parking  (the  "Hospital");  and 

WHEREAS,  DVA  has  used  portions  of  the  Right-of-Way  adjacent 
to  the  Hospital  for  parking;  and 

WHEREAS,  There  has  been  a  long-standing  dispute  between  the 
City  and  DVA  over  whether  such  uses  are  permitted  under  the 
Condemnation  Decree;  and 

WHEREAS,  On  March  16,   1994,   the  City  filed  a  Complaint  For 
Quiet  Title,  Declaratory  Relief  and  Damages  for  Trespass  against 
USA  in  the  U.S.  District  Court  for  the  Northern  District  of 
California,  Case  No.  C94  0902   (the  "Litigation");  and 

WHEREAS,  The  parties  have  agreed  to  a  settlement  of  the 
Litigation,   as  set  forth  in  the  Stipulation  and  Order  of 
Compromise,  on  file  with  the  Public  Utilities  Commission. 
Prusant  to  the  Stipulation,   the  City  will  lease  to  the  DVA,   on  an 
annual  basis  for  up  to  ten  years,   the  surface  of  the  Right-of-Way 
for  parking  and  other  miscellaneous  uses.     The  DVA  will  pay  an 
annual  rent  of  $4,500,   subject  to  adjustments;  now  therefore,  be 
it 

RESOLVED,  That  the  Public  Utilities  Commission  approves  the 
settlement  as  set  forth  in  the  Stipulation  and  Order  of 
Compromise;  and  be  it  further 

RESOLVED,   That  the  Public  Utilities  Commission  approves  the 
lease  (in  substantially  the  form  attached  as  Exhibit  C  to  the 
Stipulation  and  Order  of  Compromise)   and  directs  its  General 
Manager  to  execute  it  on  behalf  of  the  Commission. 


/  hereby  certify  that  the  foregoing  resolution  was 


adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


95-0117 


RESOLUTION  No. 


WHEREAS,   Under  Charter  Section  6.407  the  Public  Utilities 
Commission   (PUC)   with  the  concurrence  of  two  thirds  of  the 
Board  of  Supervisors  may  authorize  the  transfer  of  any  portion 
of  a  utilities'   surplus  funds  to  the  General  Fund  upon  making 
stipulated  findings  of  fact  and  judgment;  and 

WHEREAS,   The  PUC  has  received  a  report  from  the  General 
Manager  of  Public  Utilities  recommending  a  $14,478,470  increase 
in  the  Ketch  Hetchy  Water  &  Power  transfer  to  the  General  Fund 
for  Fiscal  Year  95/96;  and 

WHEREAS,   The  Commission  has  held  a  public  hearing  on  the 
proposal;  now,   therefore,   be  it 

RESOLVED,   That  the  Public  Utilities  Commission  finds  the 
following  to  be  true: 

(A)  That  a  surplus  exists  or  is  projected  to  exist  after 
meeting  the  requirements  of  Section  6.407, 

(B)  That  there  is  no  unfunded  operating  or  capital 
program  that  by  its  lack  of  funding  could  jeopardize  health, 
safety,   water  supply  or  power  production, 

(c)     That  there  is  no  reasonably  foreseeable  operating 
contingency  that  cannot  be  funded  without  General  Fund  subsidy, 
and 

(D)     That  such  a  transfer  of  funds  in  all  other  respects 
reflects  prudent  utility  practice;  and,   be  it 

FURTHER  RESOLVED,   That  the  Commission  hereby  approves  an 
increase  in  the  General  Fund  contribution  by  Hetch  Hetchy  Water 
&  Power  to  $30,165,393  thus  amending  the  Hetch  Hetchy  Water  & 
Power  Fiscal  Year  95/96  Budget  accordingly;  and,   be  it 

FURTHER  RESOLVED,   That  $8,100,000  of  this  increase  is 
contingent  upon  the  expected  approval  by  the  Federal  Energy 
Regulatory  Commission  of  an  agreed  upon  PG&E  rate  reduction  for 
services  provided  to  the  City;  and,   be  it 

FURTHER  RESOLVED,   That  the  recommendations  of  this 
Commission  be  forwarded  to  the  Board  of  Supervisors  for  their 
concurrence . 


adopted  by  the  Public  Utilities  Commission 


at  its  meeting  o, 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COU^fTY  OF  SAN  FRANCISCO 


»^.uT,oNNo.^  95-0118 


WHEREAS,  The  San  Francisco  Public  Utilities  Commission  is  committed  to  the 
efficient  use  of  water;  and 

WHEREAS,  As  a  result  of  the  most  recent  drought,  firm  yield  studies  of  the  Hetch 
Hetchy  and  San  Francisco  Water  Department  water  supply  systems  has  resulted  in  a 
reduction  in  the  system's  firm  yield;  and 

WHEREAS,  California  Water  Code,  section  375,  provides  this  Commission  with  the 
authority  to  adopt  and  enforce  a  water  conservation  program  to  reduce  the  quantity  of  water 
used  by  persons  within  its  service  area  for  the  purpose  of  conserving  water  supplies, 
including  the  authority  to  specifically  require  the  installation  of  water-saving  devices 
designed  to  reduce  water  consumption  and  to  encourage  water  conservation  through  rate 
structure  design;  and 

WHEREAS,  San  Francisco  is  a  signatoi^  to  the  Memorandum  of  Understanding 
Regarding  Urban  Water  Conservation  in  California,  which  requires  signatories  to  make  a 
good  faith  effort  to  implement  the  Best  Management  Practices  listed  therein  for  water 
conservation,  including  implementing  incentive  programs  for  residential  water  conservation 
within  their  retail  service  area;  and 

WHEREAS,  Studies  both  within  the  San  Francisco  Water  Department  service  area  and 
statewide  have  shown  that  economic  and  social  impacts  of  mandatory  water  rationing  dunng 
water  supply  shortages  are  substantial;  and 

WHEREAS,  Reduced  demand  within  the  San  Francisco  Water  Department  service  area 
may  reduce  the  need  for  imposing  mandatory  rationing  during  droughts;  and 

WHEREAS,  The  use  of  water  conservation  devices  such  as  low-flow  showerheads,  faucet 
aerators  low-flow  toilets,  and  water  volume  appliances  for  toilets  in  residential  and 
commercial  buildings  will  significantly  reduce  the  overall  demand  for  water  and  therefore 
conserve  existing  water  supplies;  and 

WHEREAS.  A  water  conservation  program  for  residential  and  commercial  suburban 
retail  customers  of  the  San  Francisco  Water  Department  is  proposed  to  parallel  the 
requirements  that  the  San  Francisco  Board  of  Supewisors  has  enacted  for  all  residential  and 
commercial  retail  customers  inside  the  City  and  County  of  San  Francisco,  whereby  San 
Francisco  Water  Department's  retail  customers  within  the  City  and  County  of  San  Francisco 
were  required  to  install  aerators  with  restrictors  on  all  faucets,  low-flow  showerheads  usmg 
not  more  than  2.5  gallons  per  minute,  and  retrofit  devices  inside  all  toilets  that  use  more 
than  3.5  gallons  per  flush  to  save  water  by  February  28,  1995;  and 

WHEREAS  The  Public  Utilities  Commission  by  the  adoption  of  Resolution  No.  94- 
0125  approved  a'higher  rate  for  retail  accounts  not  in  compliance  with  these  requirements; 
and 

WHEREAS,  many  customers  have  found  that  after  installing  the  retrofit  devices  on  their 
plumbing  fixtures,  they  have  used  10  to  15%  less  water;  now,  therefore  be  it 

RESOLVED,  That  the  San  Francisco  Public  Utilities  Commission's  Residential  and 
Commercial  Water  Conseivation  Program  for  Suburban  Retail  Customers  is  hereby 
adopted  by  this  resolution  and  shall  enter  into  effect  immediately. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

JUNE     2  7  1995 


at  its  meeting  of. 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  ANO  COUNTT  OF  SAN  FRANCISCO 


95-0119 

RESOLUTION  No.   


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No.  WD-2183,  Bay 
Division  Pipeline  Nos.  1  &  2  Flanged  Connection  Replacement,  work  is  to  be  performed;  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on  May  30,  1995,  and 

WHEREAS,  Award  of  this  contract  to  the  low  bidder  has  been  approved  by  the  PUC 
Contract  Compliance  Office;  now  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water  Department 
Contract  No.  WD-2183,  Bay  Division  Pipeline  Nos.  I  &  2  Flanged  Connection  Replacement, 
in  the  amount  of  $334,000.00  to  the  low  bidder  Anderson  Pacific  Engineering  Construction,  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  JUNE     2  71995 

at  Its  meeting  of  =  


Secretary.  Public  Utilities  cSnmission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS  The  Utilities  Engineering  Bureau  (UEB)  desires  to  retain  a 
consultant  team  to  provide  geotechnical  and  other  specialized  engmeenng  services 
^The  investigation  data  collection,  and  analysis  of  data  in  relation  to  seismically 
upgrading  the  Bay  Division  Pipelines  Nos  1  and  2  where  they  cross  the  Hayward 
Fault;  now,  therefore,  be  it 

RESOLVED,    That  this  Commission  hereby  authorizes  the  Manager 
Utilities  Engineenng  Bureau  to  request  proposals,  interview,  select  and  ^commend 
to  this  ConSiission  a  qualified  geotechmcal  engineenng  consultant  team  to  perform 
the  required  geotechnical  and  other  specialized  engineenng  sen/ices. 


/  Hereby  certify  that  the  foregoing  resoluuon  u^as  adopted  by  the  Public  Utilities  Commission 

,  JUNE    2  71995  

at  its  meeting  of  —  


Secretary.  Public  Utilities  Commission 


PUBLIC  u  I  IL(  uto  *^oiVilVii^.^Joi  ^ 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


95-0121 

RESOLUTION  No.  


WHEREAS,  The  City  and  County  of  San  ^^^^^^^^^^^^^^^^^^ 
property  presently  under  the  jurisdiction  of  the  San  Francisco  Water 
Department  in  Alameda  County;  and 

WHEREAS     Pursuant  to  Public  Utilities  Commission  Resolution  No. 
85  Ol!f  adopted  ipril  23,   1985,   a  vineyard,   row  crop  and  rock  quarry 
^eise  between  City  and  County  of  San  Francisco   ("City"    ,   as  lessor 
lease  Detween  ^-^^-y  lessee   (the  "Original  Lessee"),  was 

:u?hori™ith  a     ^a^e't^r.        t:::ty4even   (27?. years  and  eight  (8) 
months  retroactive  to  March  1,    1985  for  an  approximate  204  acre 
^ort^on  of  water  Department  lands  in  Alameda  County   ("the  Premxses"); 


and 


of  quarrying  and  removal  of  gravel  and  quarry  products;  and 

WHEREAS     Pursuant  to  Public  Utilities  Commission  Resolution  No. 
86-05^^     adopted  December  23,    1986,   a  consent  of  ^-if^^f  „f 
was  authorized  thereby  consenting  to  ^he  assignment  of  all  of  the 
original  Lessee's  interest  in  the  Lease  to  Mission  Valley  Rock  Co. 
(the  "Lessee");  and 

WHEREAS     Water  Department  has  requested  that  Lessee  reimburse 
City  ^r  parent  of  rell  property  taxes  and  assessments  levied  on  or 
assessed  against  the  Premises;  and 

WHEREAS     Water  Department  and  Lessee  now  desire  to  amend  the 
Lease  to  pro;ide  for  reimbursement  of  real  property  taxes  by  Lessee 
and  !dd  certain  other  conditions  to  the  Lease;  now,   therefore,   be  it 

RESOLVED,   That  this  Commission  hereby  approves  the  terms  and 
conditions  and  authorizes  the  execution  of  that  f  ^^-[l^j:;^^ "^^f^^^^, 
lease     which  shall  become  effective  the  latter  of  February  1,   1^95  or 
the  dke  of  the  ordinance  of  the  Board  of  Supervisors  approving  said 
amendment  to  lease;   and  be  it 

FURTHER  RESOLVED,   That  City's  Board  of  Supervisors  be  requested 
to  approve     bro^^  the  amendment  of  said  gravel  quarry  lease; 

and  be  it 

FURTHER  RESOLVED,   That  upon  approval  by  the  Board  of  Supervisors, 
the  General  Manager  of  the  Public  Utilities  Commission  is  hereby 
autho??zed  and  directed  to  execute  said  amendment  to  lease. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ,  JUNE    2  71995 

at  its  meeting  of  — —  


Secretary,  Public  UtilitiesCorrmiission 


CTTY  AND  COUNTY  Of  SAN  FRANCISCO 


Q5-0 1 22 

RESOLUTION  No.      'J  v 


WHEREAS,  The  City  and  County  of  San  Francisco  owns  certain  real  property, 
presently  under  the  jurisdiction  of  the  Water  Department,  in  the  vicinity  of  Alemany 
Boulevard  and  Putnam  Street;  and 

WHEREAS,  The  City  and  County  of  San  Francisco  and  Van  Van  Vo  dba  New 
Long  Fish  Company  did  enter  into  a  lease  in  1989  for  the  use  of  0.74  acres  of  the 
aforementioned  lands; 

WHEREAS,  That  lease  contains  a  provision  to  extend  the  term  of  the  lease  until 
the  last  day  of  November,  1999; 

WHEREAS,  The  lessee  gave  timely  notice  of  its  intent  to  exercise  that  provision; 

and 

WHEREAS,  This  Commission  has  determined  the  lessee  has  complied  with  the 
provisions  required  to  extend  the  term  of  the  lease;  now.  therefore  be  it 

RESOLVED.  This  Commission  approves  the  exercise  by  Van  Van  Vo  dba  New 
Long  Fish  Company  of  the  option  to  extend  the  term  of  the  lease  and  authorizes  the 
Bureau  of  Finance  to  waive  the  assessment  of  treble  rents  during  the  months  of  May  and 
June,  1995. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.■   JUNE    2  71995  


Secretary,  Public  Utilities  Commission 


